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ABERRANT TEETH 
See Teeth—impacted; See also Extraction— 
impacted teeth 
ABRAMS, H. K. Closed panel clinic in health 
service 205 
ABRASION 
See Erosion and abrasion 
Harpness tests: See Erosion and abrasion 
ABSCESS 
ALVEOLAR 
Wolfsohn, H. L. Treatment of the acute alveo- 
lar abscess 578 Abstract 
ACCIDENTS 
See Anesthesia—accidents Curing 
ACHROMYCIN 
See Antibiotics 
ACRYLIC RESINS 
See also Bridgework—, Denture bases—, 
Teeth, Artificial—acrylic resin 
List of certified dental materials 289 
FILLIncs 
Waerhaug, Jens and Zander, H. A. Reaction 
of gingival tissues to self-curing acrylic resto- 
rations 760 
ADAMS, W. C. History of dentistry in Oregon 
(Book rev.) 255 
ADHESIVE DENTAL POWDER 
See Dentures—retention 
ADRIANI, JOHN. Techniques and procedures of 
anesthesia (Book rev.) 290 
ADVERTISING, DENTAL 
See also Publicity—dental 
April magazine carries story on toothpaste 
claims 554 
Lab display ads banned from Chicago phone 
book 411 


ALBUM, M. W. Dentistry for the handicapped 
child (Film rev.) 695 
ALLERGY 
Hayward, J. R. and Kiester, G. L. Severe 
allergic reaction during thiopental sodium 
anesthesia 437 Abstract 
Penicitiin: See Penicillin—reaction to 


Vaccines: See Vaccines—reaction to 
ALLING, C. C. anp KERR, D. A. Trauma as a 
factor in causing delayed repair of dental 
extraction sites 436 Abstract 
ALSTADT, W. R. Rural health meeting told den- 
tal care is accessible 543 Abstract 
ALVEOLAR ABSCESS 
See Abscess—alveolar 
AMALGAM 
FILLINcs 
Phillips, R. W. Research on dental amalgam 
and its application in practice 309 
PHYSICAL PROPERTIES 
Phillips, R. W. Research on dental amalgam 
and its application in practice 309 
Supplement to list of certified dental mate- 
rials 382 
AMERICAN DENTAL ASSOCIATION 
February open house marks finish of office 
expansion 92 illus. 93 editorial comment 82 
Your presence is requested (Central Office 
Open House) (Ed.) 82 
ANNUAL MEETINGS 
Credit points for reserve dental officers 90, 
849 
1956 annual session: informing the public 113 
Boarp or TRUSTEES 
Board actions, March 1957 706 
Bureau or Dentat Epucation 
National Children’s Dental Health Week 1957 
560 


Bureau or Economic RESEARCH AND STATISTICS 
Determination of costs for programs for the 
group purchase of dental health care 684 
1956 survey of dental practice. III. Income of 
dentists by type of practice, personnel »m- 
ployed and length of work year 117; IV. Pro- 
fessional expenses; auxiliary personnel 284; 
V. Size of the dental office; insurance held 
by the dentist 385; VI. The dentist's work 
week and work year; certain office practices 


570; VII. Number of patients and patient 
visits 691; correction 855; VIII. Dentists 
busyness 856 
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Bureau or Liprary AND INDEXING SERVICE 
Additions to the Library 114, 564 
American Dental Association Film Library 
116, 384, 566, 695, 851 
Index to dental literature, 1956 404 

Bureau or Pustic INFORMATION 
Guiding principles for participation on radio 
and television programs 848 
1956 annual session informing the public 
113 

Counci. or Nationa, Boarp or Dentat EXxam- 
INERS 
National Board dental examinations: interest 
among dentists grows greater each year (Ed.) 
820 
Pennsylvania accepts National Board scores 
91 
See expanded use of National Board exami- 
nation 402 

Covuncit on Dentat EpucaTiIon 
Additional hospital dental internships and 
residencies approved by the Council on Den- 
tal Education (supplement 7) 561 

Counci, on Dentat HEALTH 
Determination of costs for programs for the 
group purchase of dental health care 684 
Recent developments in Defense Department's 
Dependents’ Medical Care Program 696 
Russell, A. L. Clinical testing of dental caries 
preventives: a summary 275 

CounciL ON DENTAL RESEARCH 
Caul, H. J. Alginate impression materials 567 
List of certified dental materials 129, 130, 289, 
382, 689, 855 
Recommended stipulations for academic-in- 
dustrial research contracts 121 
Registry of Dental and Oral Pathology 122 
Russell, A. L. Clinical testing of dental caries 
preventives: a summary 275 

Counct, on DENTAL THERAPEUTICS 
Classifies products in Group A 380, correction 
556, 690, 852 
Classifies products in Group B 853, 854 
Russell, A. L. Clinical testing of dental caries 
preventives: a summary 275 

Counctt ON DENTAL TRADE AND LaBoraTory RE- 
LATIONS 
Accreditation of dental laboratories 383 
Accreditation plan for New Hampshire dental 
laboratories 558 

Counctt ON FepeRAL DENTAL SERVICE 
Credit points for reserve dental officers 849 
Recent developments in Defense Department's 
Dependents’ Medical Care Program 696 

Counctt on Hosprtat DenTAL SERVICE 
Recent developments in Defense Department's 
Dependents’ Medical Care Program 696 

CouNcIL on INSURANCE 
Endorsements attached to Association-spon- 
sored accident and health insurance master 
policy 690 

Councit on LEGISLATION 
Federal income tax: deductibility of travel 
expenses 272 
Recent developments in Defense Department's 
Dependents’ Medical Care Program 696 
Review of court decisions on fluoridation of 
public water supplies 379 

Councit on Screntiric SESSION 
Credit points for reserve dental officers 849 

JupictaL CounciL 
Guiding principles for participation on radio 
and television programs 848 

MEMBERSHIP 
Association membership passes 86,000 at year's 
end 250 


ANDERSON, J. 


AMERICAN MEDICAL ASSOCIATION 


A.M.A. official policy is to support ftuoridation 
722 

Association welcomes A-M.A. fluoridation in- 
vestigation 91 

First decade of water fluoridation to be sub- 
ject of scientific review (Ed.) 81 


AMINES 


Battisone, G. C. and Burnett, G. W. Studies 
of the composition of teeth. III. The amino 
acid composition of human dentinal protein; 
IV. The amino acid composition of human 
enamel protein; V. Variations in the amino 
acid composition of dentin and enamel 150, 
151 Abstracts 


ANDERS, J. T. Estimation of the chloride level 


of saliva 433 Abstract 
anp TURNER, NAOMI C.: See Turner, Naomi 
Cc 


ANDERSON, D. J. Measurement of stress in mas- 


tication 431 Abstract 
N. Applied dental materials 
(Book rev.) 428 


ANDERSON, O. W. Family dental costs and other 


personal health services: a nationwide sur- 
vey 69 

anp FELDMAN, J. J. Family medical costs 
and voluntary health insurance: a nationwide 
survey (Book rev.) 421 


ANESTHESIA 


ACCIDENTS 
Potter, G. J. Management of medical and 
anesthetic emergencies in oral surgery 435 
Abstract 


ANESTHESIA AND ANESTHETICS, GENERAL 


Seldin, H. M. General anesthesia in dental 
office practice 297 Abstract 

THIOPENTAL SODIUM 
Hayward, J. R. and Kiester, G. L. Severe al- 
lergic reaction during thiopental sodium anes- 
thesia 437 Abstract 


ANESTHESIA AND ANESTHETICS, tocar 


Fiasconaro, J. E., et al. Determination of clin- 
ical dental local anesthesia by electrical stim- 
ulation and digital plethysmography 33 
Ostrander, F. D. New drugs useful in den- 
tistry 461 

Novecatne: See—procaine hydrochloride, listed 
below 

PROCAINE HYDROCHLORIDE 
Costich, ©. R. Study of inferior alveolar nerve 
block anesthesia in humans comparing 2.0 
per cent procaine with 2.0 per cent procaine 
plus 1:50,000 epinephrine 431 Abstract 
Council on Dental Therapeutics lists products 
in Group A 380, correction 556 

PROPOXYCAINE 
Council on Dental Therapeutics lists products 
in Group A 380, correction 556, 690 

Ravocaine: See—propoxycaine, listed above 


ANOXEMIA 


See Anesthesia—accidents during 


ANTIBIOTICS 


See also Penicillin 

Council on Dental Therapeutics classifies Tet- 
racycline Hydrochloride, U.S.P. products in 
Group A 853 

Council on Dental Therapeutics classifies Wy- 
biotic Troches (Wyeth Laboratories) in Group 
B 853, 854 

Ostrander, F. [.. New drugs useful in den- 
tistry 461 


ANTIENZYMES 


See Enzymes 


ANTIHISTAMINICS 


See Histamine 


APICAL INFECTION 


See Abscess—alveolar 


INDEX 


APPARATUS, DENTAL 
See Instruments and appliances 
APPLEBY, R. C. anp DAY, H. J. Gagging as re- 
lated to prosthetic dentistry 579 Abstract 
APPLIANCES, pEenTAL 
See Instruments and appliances 
ARCHER, W. H. Manual of oral surgery: a step- 
by-step atlas of operative techniques (Book 
rev.) 294 
ARGENTINA 
See Dentistry—in Argentina 
ARMY DENTISTRY 
See Dentistry—military and naval 
ARTHRITIS 
No relation found between arthritis and fluo- 
ridation 410 
ARTICULATION AND OCCLUSION 
See also Mandibular movements; Occlusion 
ARTIFICIAL TEETH 
Ford, W. B. Technic and occlusal form de- 
signed to produce stability in dentures 212 
Standard, S. G. Establishing plane of occlu- 
sion in complete denture construction 845 
NATURAL TEETH: See also Occlusion—restoration 
to normal 
Collett, H. A. and Lasoff, Gustave. 
incisal guidance 319 
Ingle, J. I. Determination of occlusal discrep- 
ancies 6 
ASEPSIS, DENTAL 
See Sterilization and asepsis 
ASPHYXIA 
DURING ANESTHESIA: 
during 
ASSISTANTS, DENTAL 
EpucaTIONn 
Illinois dental students to work with assistants 
835 


Natural 


See Anesthesia—accidents 


New assistants’ training program starts at 
North Carolina 835 
ASSOCIATIONS AND SOCIETIES, penta 
See also names of specific organizations 
International dental meetings 413 
State society dues average $22 annually, sur- 
vey finds 830 
History: See specific organization names 
REVIEWS OF BOOKS PUBLISHED By: See Book re- 
views 
AST, D. B. Society (Third Dist., N. Y.) cites New 
York dental director 722 
ASTAFF, A.; BECKS, HERMANN anp MORGAN, 
A. F. Effects of a single vitamin B fraction 
deficiency—pantothenic acid—on periodontal 
tissues in dogs 865 Abstract 
ASTON, E. R. Cited by industrial dentists 842 
ATOMIC ENERGY 
ORAL MANIFESTATIONS: See Radiation—biological 
effects 
ATTRITION OF TEETH 
See Erosion and abrasion 
AUBERTINE, D. J. F. Receives Dominican Repub- 
lic’s highest award 260, 261 
AUSTRALIAN DENTAL CONGRESS 
Choose committee for Australian dental meet- 
ing 264 
AWARDS 
Aubertine, D. J. F. Receives Dominican Re- 
public's highest award 260 
Crowell, W. S. Conferred 
Award 838 portrait 
Hillenbrand, Harold. Among seven cited by 
Loyola 828; Receives Dominican Republic's 
highest award 260 


Souder 


BACITRACIN 
See Antibiotics 
BACTERIOLOGY 
ORAL 
Charlton, G. and Spies, H. C. Relative effi- 
ciency of two selective media for the isola- 
tion of lactobacillus species from the mouth 
434 Abstract 
Green, G. E. and Dodd, M. C. Resistance of 
oral lactobacilli to sodium fluoride 654 
Rosen, S., et al. Comparative study of oral 
lactobacilli isolated on two different media 
from the Hunt-Hoppert rats 151 Abstract 
Schultz-Haudt, S. D. and Scherp, H. W. Pro- 
duction of chondrosulfatase by microor- 
ganisms isolated from human gingival crevices 
152 Abstract 
Shockley, T. E., et al. Fermentation of sor- 
bitol by certain acidogenic oral microorgan- 
isms 149 Abstract 
BAISDEN, R. N. anp HUTCHINSON, JOHN. 
Health insurance: group coverage in industry 
(Book rev.) 862 
BAKER, C. R. Replacement of lost mandibular 
incisor or incisors 147 Abstract 
BALANCED OCCLUSION 
See Articulation and occlusion — artificial 
teeth 
BARBER, T. K. anp RENFROE, E. W. Interceptive 
orthodontics for the general practitioner 328 
BARTOSH, JULIA ANN. Kenny visits the hospital 
(Book rev.) 293 
BASE PLATES 
See Denture bases 
BASSETT, D. L. Stereoscopic atlas of human 
anatomy—section III: the upper extremity— 
reels 95-112 (Book rev.) 140 
BATTISTONE, G. C. anp BURNETT, G. W. Stud- 
ies of the composition of teeth. III. The 
amino acid composition of human dentinal 
protein; IV. The amino acid composition of 
human enamel protein; V. Variations in the 
amino acid composition of dentin and enamel 
150, 151 Abstracts 
BECKS, HERMANN; MORGAN, A. F. ann AS- 
TAFF, A.: See Astaff, A. 
BEDRIDDEN PATIENTS 
See Practice, dental—for ill and aged 
BENARDE, M. A.; FABIAN, F. W.; ROSEN, S.; 
HOPPERT, C. A. anp HUNT, H. R. Method for 
the collection of large quantities of rat saliva 
152 Abstract 
BENIGN TUMORS 
See Tumors 
BENZALKONIUM CHLORIDE 
See Sterilization and asepsis 
BERK, HAROLD. Preservation of the dental pulp 
in deep seated cavities 226 
SEVELANDER, G. anp JOHNSON, P. L.: See 
Johnson, P. L. 
BIBBY, B. G. Named the dentist member of the 
Board of Regents for the National Library 
of Medicine 545 
BIERMAN, PEARL. Dental health care in public 
assistance programs 189 
BIOGRAPHIES 
See names of individuals 
Books: See Book reviews 
BITE 
Srxenctux: See Mastication—force 
BLACKERBY, P. E., JR. Should you be a dentist? 
543 


BLAND, J. H. Clinical recognition and manage- 
ment of disturbances of body fluids (Book 
rev.) 141 
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BLAYNEY, J. R. (Edited by) Review of 1956 
dental research 453 

BLUE CROSS AND BLUE SHIELD 
See Insurance—hospital 

BOND, BETTY WELLS. Group discussion-deci- 
sion: an appraisal of its use in health educa- 
tion (Book rev.) 575 

BONE 
White, A. A. and Hess, W. C. Phosphatase, 
peroxidase and oxidase activity of dentin and 
bone 151 Abstract 

BOOK REVIEWS 
Adams, W. C. History of dentistry in Oregon 
255 


Adriani, John. Techniques and procedures 
of anesthesia 290 

American Dental Association— Council on 
Dental Therapeutics. Accepted dental reme- 
dies 96 

Anderson, J. N. Applied dental materials 428 
Anderson, O. W. and Feldman, J. J. Family 
medical costs and voluntary health insurance: 
a nationwide survey 421 

Archer, W. H. Manual of oral surgery: a step- 
by-step atlas of operative techniques 294 
Association pour les Recherches sur les Para- 
dentopathies Internationale. (Edited by) Les 
parodontopathies (Periodontal diseases) 294 
Baisden, R. N. and Hutchinson, John. Health 
insurance: group-coverage in industry 862 
Bartosh, Julia Ann. Kenny visits the hospital 
293 


Bassett, D. L. Stereoscopic atlas of human 
anatomy—section III: the upper extremity— 
reels 95-112 140 

Bland, J. H. Clinical recognition and man- 
agement of disturbances of body fluids 141 
Bond, Betty Wells. Group discussion-deci- 
sion: an appraisal of its use in health educa- 
tion 575 

Bookwalter, K. W. and Bookwalter, Carolyn 
W. (Edited by) Fitness for secondary school 
youth 144 

Bridgwater, William and Sherwood, Eliza- 
— J. (Edited by) Columbia Encyclopedia 


Bureau of Library and Indexing Service. In- 
dex to dental literature 404 

Canadian Welfare Council. Health insurance: 
what are the issues? 427 

Cancer—a manual for practitioners 145 
Cardwell, Viola E. Cerebral palsy—advances 
in understanding and care 293 

Carier, C. F. and Smith, Alice Lorraine. Mi- 
crobiology and pathology 290 

Castagnola, L. and Orlay, H. G. System of en- 
dodontia 863 

Castleman, Benjamin. Tumors of the thymus 
gland 141 

Clark, G. L. (Edited by) Encyclopedia of 
chemistry 861 

Clark, Wallace and Clark, Anne. Guide to 
medical terminology 143 

Coolidge, E. D. and Kesel, R. G. Textbook of 
endodontology 140 

Dietrich, F. W. History of dentistry in Ar- 
kansas 716 

Doe, Janet and Marshall, Mary Louise. Medi- 
cal Library Association handbook of medical 
library practice 144 

Ellis, Rhoda. Dictionary of dietetics 428 
Emberger, Meta Riley and Hall, Marian Ross. 
Scientific writing 863 

Frederick, Portia M. and Towner, Carol. Office 
assistant in medical or dental practice 575 
Goldman, H. M., et al. Textbook on perio- 
dontal therapy 292 


Guyton, A. G. Textbook of medical physiol- 
ogy 142 

Haupl, Karl, et al. (Edited by) Die Zahn-, 
Mund- und Kiefer-heilkunde: ein Handbuch 
fiir die zahnarztliche Praxis (Therapy of the 
teeth, mouth and jaws: a manual for dental 
practice). Cleft palate in orthodontics. A. 
Martin Schwarz 422; Dental materials: non- 
metallic substances. E. Dolder 423; Dental 
materials: nonprecious metals. E. Dolder 423; 
Dental materials: precious metals. M. Spreng 
423; Extraction of teeth for regulation of the 
erupting dentition: the extraction therapy. A. 
Martin Schwarz 422; Fixed orthodontic appli- 
ances. C. M. Seipel 422; Functional prosthetic 
treatment and prevention of periodontal dis- 
ease and dysgnathism. I. Rechborn-Kjennerud 
424; Porcelain in dental prosthetics. C. U. 
Fehr 423; Relapse. Karl Haupl 423; Stainless 
steel in dental prcusthetics. Julius Jantzen 
423; Tissue alterations caused by orthodontic 
appliances. Karl Haupl 422; 

Held, A. J. (Edited by) L’Institut de Medecine 
Dentaire de L’Universite de Geneve, 1881-1956 
(The Dental Institute of the University of 
Geneva from 1881 to 1956) 429 

Hertig, A. T. and Mansell, Hazel. Tumors of 
the female sex organs: part 1. Hydatidiform 
mole and choriocarcinoma 141 

Hewat, R. E. T. and Eastcott, D. F. Dental 
caries in New Zealand 293 

Hoerr, N. L. and Osol, Arthur. (Edited by) 
Blakiston’s New Gould Medical Dictionary 
142 

Hoff, Hans. Lehrbuch der Psychiatrie: Ver- 
hiitung, Prognostik und Behandlung der geisti- 
gen und seelischen Erkrankungen (Textbook 
of psychiatry: prevention, diagnosis and treat- 
ment of mental and emotional disorders) 862 
Iljina-Markosjan, L. V. Zahn- und Kiefer- 
ersatz bei Kindern (Artificial dentures and 
jaw correction in child patients) 426 
International Anesthesia Research Society. 
(Edited by) Proceedings World Congress of 
Anesthesiologists conducted at the Nether- 
lands, Sept. 1955 291 

Journal of the American Medical Association, 
queries and minor notes 430 

Jung, F., et al. Arbeitstagung iiber kortiko- 
viszerale Regulations Leipzig, vom 15. bis 17. 
Januar 1954 (Symposium on corticovisceral 
procedures, Leipzig, January 15 to 17, 1954) 
425 


Kohler, J. A. Zahnarztliche Chirurgie (Opera- 
tive dentistry) 427 

Lammers, Th. and Hafer, H. Biologie der 
Zahnkaries (Biology of dental caries) 424 
Landing, B. H. and Farber, Sidney. Tumors 
of the cardiovascular system 141 

Laughli:., H. P. Neuroses in clinical practice 
143 

Manhold, J. H., Jr. Introductory psychoso- 
matic dentistry 575 

Mathis, Hermann and Winkler, Wilhelm. Zahn- 
heilkunde und innere Medizin (Dentistry and 
internal medicine) 140 

McCoy, J. D. and Shepard, E. E. Applied or- 
thodontics 427 

Mosig, Alfred and Schramm, Gottfried. Der 
Arzneipflanzen- und Drogenschatz Chinas und 
die Bedeutung des Pen-Ts’Ao Kang-Mu als 
Standardwerk der chinesischen Materia Med- 
ica (China’s medicinal plants and drugs and 
the importance of the Pen-Ts’'Ao Kang-Mu, 
the Chinese standard work on pharmacology) 
426 


INDEX 


Miinch, Josef. Die Zahnirztliche Behandlung 
des Kindes (Dentistry for children) 139 
Nizel, A. E. Manual for the detection and 
correction of nutritional inadequacies 861 
Osborne, John. Dental mechanics for stu- 
dents 145 
Parfitt, B. and Herbert, W. E. Operative 
dental surgery 142 
Parsons, Esther Jane. In the doctor's office— 
the art of the medical assistant 430 
Pelton, W. J. and Wisan, J. M. Teacher's sup- 
plementary review for use with dentistry in 
public health 292 
Perkins, J. J. Principles and methods of steri- 
lization 290 
Pfister-Ammende, Maria. Geistige Hygiene: 
Forschung und Praxis (Mental hygiene: re- 
search and practice) 139 
Rowat, Haddon. “This won't hurt a bit” 421 
Rowe, N. L. and Killey, H. C. Fractures of 
the facial skeleton 291 
Schuchardt, Karl and Wassmund, Martin. 
Fortschritte der Kiefer-und Gesichts-Chirur- 
gie: ein Jahrbuch (Progress in maxillofacial 
surgery: a yearbook) 425 
Shane, S. M. Anesthesia: thief of pain 138 
Sharp, G. S., et al. Oral cancer and tumors 
of the jaws 421 
Sommer, R. F., et al. Clinical endodontics 576 
Stiles, K. A. Handbook of histology 862 
Stockfisch, Hugo. Kieferorthopadische Praxis 
(Orthodontic practice) 424 
Stones, H. H. (Edited by) Dental health 146 
Strong-Carter Dental Clinic: thirty-fifth an- 
nual report 143 
Sutton, R. L. Diseases of the skin 430 
Taine, S. I. (Edited by) Bibliography of med- 
ical reviews: 1955 292 
Taviani, Siro. Metodica iconografica di mor- 
fologia dentale umana (Methodic and dia- 
grammatic presentation of the morphology of 
human teeth) 577 
Thomson, W. A. R. (Edited by) Macmillan 
medical cyclopedia 861 
U. S. Naval Dental School of the National 
Naval Medical Center. Color atlas of oral pa- 
thology 138 
Wheatley, G. M. and Hallock, Grace T. Health 
observation of school children 429 
Williams, R. J. Biochemical individuality 861 

BOOKWALTER, K. W. anv BOOKWALTER, CAR- 
OLYN W. (Edited by) Fitness for secondary 
school youth (Book rev.) 144 

BOOTH, R. M. Physical examinations of dental 
patients 274 

BORISH, A. L. Effective dental health care agency 
for a dental society 167 

BOUDREAUX, R. E. Modified metal urethral 
sound as a new instrument in zygomatic re- 
ductions 437 Abstract 

BRANDHORST, O. W. Awarded honorary doctor 
of science degree at Temple anniversary cele- 
bration 833 

BRIDGEWORK 
Baker, C. R. Replacement of lost mandibular 
incisor or incisors 147 Abstract 

ACRYLIC RESIN 
Tamarin, A. H. Completion of all-acrylic resin 
bridge in two sittings 530 
IDENTIFICATION By: See Identification by means 

of teeth 

BRIDGWATER, WILLIAM anv SHERWOOD, 
ELIZABETH J. (Edited by) Columbia ency- 
clopedia (Book rev.) 290 

BROACHES 
See Root canal treatment 


BRODE, W. R. National Bureau of Standards as- 
sociate director is American Association for 
the Advancement of Science president-elect 


269 

BRUDEVOLD, FINN ann STEADMAN, L. T. Study 
of tin in enamel 433 Abstract 

BRUXISM 
See Gritting or grinding teeth 

BULLOCK, W. K.; HAZLET, J. W. anv SHARP, 
G. S.: See Sharp, G. S. 

BUNTING, R. W. Dentist in civil defense 234 

BURKET, L. W. Awarded honorary doctor of 
science degree at Temple anniversary cele- 
bration 833 

BURNETT, G. W. anv BATTISTONE, G. C.: See 
Battistone, G. C. 

BURS 
See Operative dentistry—instruments 


Cc 


CALCIFICATION OF TEETH 
See Teeth—calcification 
CALCIUM 
Compounps: See Materia medica and thera- 
peutics and subheadings 
CALDWELL, J. B.; HUGHES, K. W. anv FADELL, 
E. J. Alveolar soft-part sarcoma of the 
tongue: report of case 436 Abstract 
CAMALIER, C. W. Made honorary member cf the 
New York Academy of Dentistry 543 portrait 
CANADA 
See Dentistry—in Canada 
CANBY, C. P. Promoted to Army brigadier gen- 
eral 723 
CANCER 
Robinson, H. B. G. Practical application of 
experimental cancer research 524 
See also Tumors 
All dentists serve in mouth cancer patrol 
(Ed.) 533 
Goldhaber, Paul. Role of saliva and other 
local environmental factors in oral carcino- 
genesis 517 
Kreshover, S. J. and Salley, J. J. Predisposing 
factors in oral cancer 509 
Kwapis, B. W. and Gibson, M. J. Surgical 
treatment of precancerous lesions of the lip 
864 Abstract 
Levy, B. M. Experimental production of oral 
malignancies 514 
Oral cancer—clinical implications of recent 
research (Symposium) 
Weisberger, David. Precancerous lesions 507 
Researcu: See —control, listed above 
CARCINOMA 
See Cancer; See also Tumors 
CARDWELL, VIOLA E. Cerebral palsy—advances 
in understanding and care (Book rev.) 293 
CARIES, DENTAL 
contTrot: See also special therapy, 
i.e. —fluoride for prevention, listed below 
Russell, A. L. Clinical testing of dental caries 
preventives: a summary 275 
FLUORIDE FOR PREVENTION—IN WATER SUPPLIES 
A.M.A. official policy is to support fluorida- 
tion 722 
APHA meeting hears new evidence of fluo- 
ride value 106 
Ask dentists’ support of New York fluorida- 
tion 410 
Association welcomes A.M.A. fluoridation in- 
vestigation 91 
Atlantic City approves water fluoridation 259 
Editors say press is free on fluoridation re- 
porting 542 
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Evanston reports dental decay down 85 per 
cent 411 

Feltman, Reuben. Dental 
support of fluoridation 274 
Finn, S. B. and DeMarco, Charles. Effect of 
artificial water fluoridation on the solubility 
of tooth enamel 148 Abstract 

First decade of water fluoridation to be sub- 
ject of scientific review (Ed.) 81 
Fluoridation wins in North Carolina refer- 
endum 106 

Hill, I. N. Fluoridation research and related 
developments 454 

Lilienthal, B. Effect of fluoride on acid for- 
mation by salivary sediment 148 Abstract 
Lilienthal, B. and Martin, M. D. Investigations 
of the antienzymatic action of fluoride at the 
enamel surface 148 Abstract 
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Mielcarek, Adam 299 
Mierley, Oscar M. 299 
Milford, Samuel B. 442 
Millen, James D. 299 
Miller, Arden T. 299 
Miller, Bernard T. 869 
Miller, Carl E. 299 

Miller, Glen W. 442 
Miller, Harry 299 

Miller, Morris A. 299 
Mills, Edward C. 416 portrait, 869 
Mims, Robert F. 299 
Minerick, Andrew J. 299 
Minnich, Grant 442 
Mitchell, Fred W. 299 
Mitchell, W. L. 442 
Mittun, Carl J. 299 

Mizell, Daniel B. 299 
Mohler, James B. 729 
Moll, Arthur D. 442 
Molpus, John K. 299 
Monahan, Thomas P. 299 
Monroe, Philip E. 442 
Montgomery, James A. 299 
Moody, Charles W. 442 
Mooers, Charles E. 442 
Moore, Enos W. 442 
Moore, Henry A. 299 
Moorefield, T.C. 442 
Morin, Amos 442 

Morris, Charles R. 729 
Morris, Edna Judge 300 
Morris, Wade Allen 869 
Morrison, Joseph P. 442 
Morrow. Lloyd M. 442 
Morsch, Willard J. 442 
Morton, Clarence E. 299 
Mosquitz, Louis 300 
Motley, Joseph W. 729 
Mowry, Charles N. 300 
Mullin, Francis James R. 442 
Munday, Franklin K. 300 
Murphy, Humphrey F. 300 
Murphy, Maxwell C. 300 
Murray, Bernard C. 300 
Murray, Hugh L. 442 
Nastasia, James E. 300 
Nations, Guy J. 442 
Neckritz, Morris I. 729 


Nedrud, Harlow J. 869 
Neidigh, James D. 443 
Nelson, Howard A. 869 
Nelson, Walter J. 443 
Nesbit, William D., Jr. 729 
Newlin, Chester I. 869 
Newman, David 300 
Newsome, William G. 443 
Newton, Herman C. 869 
Niditch, Samuel 300 
Niederwimmer, Oscar J. 443 
Niles, Frederick B. 443 
Nix, Harvey M. 300 
Nolan, Willard E. 869 
Noland, Otto A. 300 
Norcross, Charles E. 443 
Nordeen, Orvi J. 443 
Nordstrom, James B. 300 
Norton, Thomas A. 300 
Nutter, George A. 300 
O'Connell, Thomas A. 300 
Ogle, Willard 717 portrait 
O'Hagan, John H. 729 
O'Keefe, Everett B. 443 
Olafsson, Olaf J. 869 
Olinger, Bert C. 729 
Opper, Hylbert N. 300 
Opperman, Albert M. 869 
Osborn, Frank 300 
Oshlag, Joseph 300 
Ottolenghi, Renato 869 
Outlaw, Joseph W. 443 
Owen, James C. 443 
Owens, Francis J. 300 
Paige, Otto B. 443 

Paine, Frank C. 300 
Palm, Andrew E. 300 
Palmer, James M. 300 
Park, William E. 870 
Parker, Ralph I. 729 
Parker, Wallace J. 870 
Parpala, Janfred 300 
Parsons, Ernest 443 
Pasette, Alvin J. 870 


Patel, Mansookh Kallianji 104 portrait 


Patterson, Hobart M. 300 
Paulsen, Paul R. 870 
Pavey, Nobel T. 300 
Pawlowski, Anthony C. 729 
Payne, Thomas E. 433 
Peach, William E. 443 
Pearce, Frederick B. 443 
Pearce, Harold J. 300 
Pearl, Waller E. 300 
Pence, Henry C. 443 
Penhale, John H. 300 
Penrose, Howard M. 443 
Perdue, George G. 300 
Perkins, John W. 443 
Perry, Ernest R. 443 
Petersen, J. J. 300 
Peterson, Elmer C. 729 
Peterson, Elmer G. 300 
Peterson, Harley F.. 870 
Phifer, Le Roy H. 443 
Phillips, A. Louis 300 
Phillips, Frederick H. 870 
Pierce, Bert G. 870 
Pilcher, Chester S. 443 
Pilcher, Harold E. 443 
Pilmore, Van W. 443 
Pines, Samuel 443 
Plant, Albert C. 443 
Poindexter, John R. 443 
Polk, Louis C. 300 
Pollock, Leo L. 729 
Poole, Edgar M. 300 
Powers, James H. 443 
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Pranter, Victor O. 870 
Prather, Edward H. 729 
Prewitt, Paul 300 

Price, Wayne B. 870 
Pruden, William H. 269, 729 
Pullen, John C. 300 
Pursell, Murat G. 443 
Purviance, Byram S. 729 
Quedenfeldt, Paul 300 
Quinby, Julian K. 300 
Quinius, Julius H. 729 
Quinlan, William A. 870 
Quinn, Thomas W. 443 
Quintard, Frank A. 301 
Raeder, Emil G. 729 
Rasi, Hazimeh S. 301 
Ratner, David J. 870 
Rattner, Aron 443 

Ray, Ralph Moore 729 
Reade, Arthur P. 730 
Reardon, Marcus E. 443 
Recob, Clifford F. 301 
Reed, Edgar C. 443 
Reed, Forrest D. 870 
Reeves, Clair L. 443 
Reeves, Hoyt J. 443 
Regan, Francis W 443 
Reichard, Harry C. 730 
Reid, William E. 301 
Reig, Roberto 553 
Rennie, Leland L. 443 
Reppeto, John 443 | 
Rezet, Benjamin G. 1443 
Rice, C. Stanley 301 
Rice, Herbert C. 730 
Rice, William S. 301 
Rich, John M. 870 
Richards, Ernest F. 443 
Richmond, Claude M. 730 
Ridgway, Hubert R. 444 
Ridgway, Shessie W. 870 
Riehl, Alvin E. 301 
Riley, Daniel H. 444 
Riley, Mark J. 301 
Rinehart, Roy J. 719 portrait 
Ritchey, John S. 444 
Ritter, Glenn A. 730 
Roberts, Russell 301 
Robertson, Lawrence J. 301 
Robertson, William L. 730 
Robir's, Benjamin 301 
Robinson, Ernest A. 870 
Robinson, John W. 730 
Robinson, Louis 444 
Robinson, Phil H. 444 
Rochester, William A. 301 
Rodin, Morris 301 
Rogers, Frank L. 301 
Rose, Frederick B. 301 
Rosenfeld, Samuel L. 301 
Rosenthal, Harvey 301 
Ross, Gordon H. 870 
Ross, William R. 582 
Rossel, Carl G. 444 
Rossman, John H. 730 
Roth, William H. 444 
Rowan, A.M. 444 

Rowe, Catherine A. 444 
Rowe, Willard Mariner 870 
Roy, Edward E. 444 
Russell, James L. 301 
Ryder, H. Landon B. 444 
Sadler, Ryland O. 301 
Sager, John P. 870 
Salgo, Adolph 301 
Sallada, Earle J. 870 
Salles, Paul 444 

Salm, Welton Lee 870 
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Samuels, George 444 
Scharff, Earle U. 730 
Schaumburg, Francis J. 301 
Scherer, Jack W. 301 
Scheu, Carl H. 301 
Schiller, Harley H. 301 
Schneider, Jacob J. 444 
Schneider, Jules R. 301 
Schoonmaker, William F. 301 
Schroeder, George P. 444 
Schroth, Francis G. 444 
Schumacher, Eric W. 870 
Schutzmann, Arthur M. 730 
Schwartz, Max M. 870 
Schwartz, Paul A. 444 
Scott, Franklin S. 444 
Scott, Harold L. 301 
Seaman, Edward M. 444 
Seaman, Edwin M. 301 
Searcy, William M. 301 
Sears, Herbert C. 870 
Seebold, Frank P. 444 
Sellers, Carl H. 301 
Sellwood, Richard H. 301 
Senty, Myron J. 301 
Sevier, Charles A. 870 
Shafton, Ralph 730 
Shamansky, Isaac 870 
Shapiro, Arthur 870 
Shewmake, Marion E. 301 
Shutters, Abram A. 870 
Siemer, Frederick W. 730 
Silknitter, John P. 870 
Simmonds, Daniel G. 444 
Simmonds, Eugene B. 444 
Simmons, Howard L. 870 
Simon, Milton C. 301 
Sinclair, Strange L. 444 
Singletary, Rex 444 
Skaden, Squire A. 301 
Skowron, Casimir J. 301 
Smith, Henry H. 444 
Smith, James F. 870 
Smith, Levi W. 301 
Smith, Robert E. 444 
Smith, Winfield Scott 444 
Smithwick, Daniel T. 444 
Smukler, Harry 870 
Smyth, Walter J. 301 
Sparks, Kenneth A. 444 
Spear, Lawrence E. 301 
Sprake, Richard A. 444 
Springer, Simon H. 730 
Stamer, Joseph A. 444 
Stanton, Edwin M. 301 
Stark, George H. 302 
Stark, Merle R. 444 
Stepanek, Charles 444 
Stephanove, Alexander D. 302 
Stevens, Burt R. 730 
Stevens, Franklin K. 870 
Stevenson, Robert A. 302 
Stewart, John G. 444 
Stiefel, Morris W. 730 
Stimmel, George 870 
Stinson, Oscar H. 302 
Stocker, Aaron Don 444 
Stone, Lambert G. 444 
Stone, Otho L. 870 

Stone, Raymond J. 444 
Straight, Frank W. 444 
Street, Zeph W. 444 
Strickland, John R. 445 
Strock, David F. 730 
Strohmann, Adolph F. 730 
Strosnider, Charles W. 445 
Struble, Phil S. 445 
Summerlin, Maxie T. 870 


sane, 


INDEX 


Summers, Frederic G. 445 
Swartz, Frank G. 302 
Sykes, Harold U. 302 
Symonds, John T. 302 
Taber, Rae K. 870 
Tappen, William J. 302 
Tate, Lester H. 730 
Taylor, Leonard C. 870 
Taylor, Pierce J. 302 
Tenzer, Sidney 302 
Terry, Clayton A. 302 
Thayer, John P. 445 
Thom, Charles P. 445 
Thomas, Arthur L. 302 
Thomas, Daniel P. 302 
Thomas, William W. 302 
Thompson, Adolph W. 302 
Thompson, Earl A. 870 
Thompson, John W. 445 
Thompson, Kay L., Jr. 302 
Thornton, Thomas O. 302 
Thornton, William A. 302 
Thurmon, John Weldon 445 
Toff, Jules 445 

Tomb, David D. 445 
Tomhave, Elmar J.G. 870 
Towey, Joseph B. 445 
Travis, John J. 730 
Treasure, Charles B. 302 
Tretbar, Julius G. 445 
Tribbitt, Robert M. 302 
Trovillion, Howard W. 302 
Truell, Earl R. 445 

Tuck, William W. 302 
Tucker, Lloyd E. 302 
Tuttle, Jason H. 302 

Van Buskirk, Joseph M. 302 
Van Devere, Carlton M. 302 
Van Drezer, Homer F. 445 
Van Horn, Dallas M. 302 
Van Kammen, Anthony 445 
Vance, John W. 445 
Veatch, Henry C. 870 
Vedder, Neil D. 870 
Vibber, Deane R. 302 
Vigil, Victor H. 302 
Vincent, Walter D. 302 
Vinson, T.D. 445 

Von Ruden, Herman A. 445 
Vosper, Stanley D. 302 
Wagner, Roy E. 302 
Wagoner, B.A. 302 
Walker, George H. 445 
Wallace, Oren W. 302 
Walls, Raymond M. 302 
Walters, Frank H. 730 
Walton, Percy B. 445 
Ward, Richard T. 445 
Ward, Ward S. 720 
Warnock, William J. 302 
Weaver, Harold T. 445 
Weaver, Lee A. 302 
Webb, Clinton C. 445 
Webb, Walter 302 

Webb, William C., Jr. 302 
Weber, Donald J. 445 
Wehunt, Evan S. 445 
Weinberg, Percy A. 730 
Weinstein, Herman 730 
Welch, Dennis 730 
Welch, Frank M. 730 
Wells, James A. 445 
Wells, William T. 445 
Wellward, Burton C. 445 
Westbrook, John D. 730 
Westman, Leonard V. 445 
Weyand, Kenneth M. 730 
Whalen, Joseph A. 445 


Wharton, Edward L. 445 
Wheless, Robert L. 445 
Whipple, Willis W. 445 
White, George W. 445 
White, James D. 445 
White, Sherman A. 730 
Whiteside, Wilfred D. 445 
Whitmarsh, H. DeForest 445 
Whitten, Idus 730 
Wick, Will W. 445 
Wier, John C. 446 
Wild, Walter H. 730 
Wilkie, Frank J. 446 
Williams, George D. 446 
Williams, John L. 446 
Williams, Lawrence B. 446 
Williams, Leroy 446 
Willson, Ellis O. 730 
Wilson, Donald C. 446 
Wilson, Ernest H. 730 
Wilson, John M. 446 
Wilson, John W. 446 
Winslow, William W. 730 
Woelffer, John R. 730 
Wolfe, Morris R. 730 
Wolfrum, Otto G. 446 
Wolgast, Paul A. 446 
Wood, Arthur E. 446 
Woods, George C. 446 
Woofter, Jesse A. 730 
Workman, Clarence B. 446 
Worthen, Oscar J. 446 
Wright, Fred W. 446 
Wright, Willard F. 446 
Wrobel, Stanislaus 730 
Wrobleski, Edmund J. 730 
Wursch, Charles S. 446 
Wyckoff, Raymond T. 446 
Yahres, John M. 730 
Yeater, Harvey U. 446 
Yokie, William C. 446 
Young, Garland L. 446 
Young, John Q. 446 
Yungblut, Donald C. 730 
Zauderer, Jacob M. 446 
Zech, Lando W. 446 
Zellman, Ralph M. 446 
Zimmerman, Martin C. 446 
Zincke, Eric 446 

DEGNI, FRANCISCO anp SKINNER, E. W.: See 
Skinner, E. W. 

DENTAL ABSTRACTS 
Dental Abstracts one year old; first index 
ready 96 
Dental Abstracts provides education in a 
capsule 405 
Dental Abstracts publishes articles from 45 
countries 714 

DENTAL PRACTICE ACTS 
See Laws and legislation—dental; See also 
Litigation 

DENTIA PRAECOX 
See Eruption of teeth 

DENTIFRICES 
April magazine carries story on toothpaste 
claims 554 
Dental toiletries: their use and limitations 
(Ed.) 393 

FLUORIDE 

Jordan, W. A. and Peterson, J. K. Caries- 
inhibiting value of a dentifrice containing 
stannous fluoride: first year report of a su- 
pervised toothbrushing study 589 
Schweinsberger, R. A. and Muhler, J. C. 
Urinary fluorine levels in children following 
the clinical use of a stannous fluoride-con- 
taining dentifrice 433 Abstract 
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DENTIN 
White, A. A. and Hess, W. C. Phosphatase, 
peroxidase and oxidase activity of dentin and 
bone 151 Abstract 
See Teeth—permeability 
DENTISTRY 
Survey of dentistry to start this spring 252 
AS A CAREER 


Blackerby, P. E., Jr. Should you be a den- 


tist? 543 
By country: See also listings below, i.e. —in 
Argentina, —in England, etc. 


International dental meetings 413 
DeveorpMENtT: See also History—dental 
Do you know what is ahead in dentistry? 454 
History: See History—dental 
In ARGENTINA 
Calle Guevara, Antonio. Installed as presi- 
dent of the Asociacion Odontologica Argen- 
tina 553 
Crespi, R. A. News from the Republic of Ar- 
gentina 247 
De Maria, E. A. Chosen president of Sociedad 
Argentina de Ortodoncia 553 
In CANADA 
Tax aid on pension plans won by Canadian 
dentists 839 
In ENGLAND 
Leatherman, G. H. News from Creat Britain 
111, 246, 396, 536, 704, 822 


Recruitment to the dental profession 578 Ab- 
stract 

In FINLAND 
Andersson, Nils. Elected chairman by Fin- 
land's orthodontists 553 

In JAPAN 


Japanese and U. S. dentists on April meeting 
program 553 

In Korea 
McInnes, John 
557 

In MEXIco 
Study club of Mexico picks clinicians for May 
meeting 553 

In OKINAWA 
Garman, J. R. First civilian dentist 
practice on Okinawa 843 

IN PANAMA 
Berguido, A. H. Elected president of the Aso- 
ciacion Odontologica Panamena 554 

In THAILAND 
Ratanaphaisal, C. News from Thailand 112 

Mrurrary AND NAVAL: See also Laws and legis- 
lation—military and naval; Selective Service 


Dental investigations in Korea 


opens 


Act 
Army dental unit approves 11 research proj- 
ects 723 


Army selects 24 students for dental intern- 
ships 552 
Association protests bill 
degrees 540 
Credit points for reserve dental officers 849 
Defense okays points for officers at A.D.A. 
meeting 90 
Dental group to study medicare program 824 
Navy selects 40 for senior student program 
724 
Recent developments in Defense Department's 
Dependents’ Medical Care Program 696 
Regular Navy eases rules on admitting reserv- 
ists 265 
POSTPAYMENT PLANS: 
postpayment plans 
Practice: See Practice, dental 
PREPAYMENT PLANS: See Economics—dental— 
prepayment plans 
Soctauizep: See Socialized dentistry 


for Army to award 


See Economics—dental— 
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DENTISTS 
Curtpren's: See Children, Dentistry for; 
also Statistics—dentists 
IN CIVIC AFFAIRS 
Dentists in seven states win in November 
elections 110 
IN CIVIL DEFENSE: See Civil defense 
In HosPrITaALs: See Hospitals—dental service; See 
also Internships and residencies, dental 
LOCATION AND RELOCATION: See Statistics—den- 
tists 
Statistics: See Statistics—dentists 
DENTURE BASES 
ACRYLIC RESIN 
Kuck, M. Discoloration of acrylic dentures 
(Uber die Verfarbung von’ Palodonprothesen 
und ihre Regeneration) 865 Abstract 
List of certified dental materials 855 
DENTURES 
Lewis, J. B. Identification of dentures in a 
mental hospital 864 Abstract 
ARTICULATION AND OCCLUSION: 
and occlusion—artificial teeth 
COMPLETE 
Freese, A. S. Simplified impressions for im- 
mediate complete dentures 240 
Kessler, H. E. Phonetics in denture construc- 
tion 347 
Rupp, N. W., et al. Method for measuring the 
mucosal surface contours of impressions, casts 
and dentures 24 
Standard, S. G. Establishing plane of occlu- 
sion in complete denture construction 845 
EsTHETICS 
Kuck M. Discoloration of acrylic dentures 
(Ober die Verfarbung von Palodonprothesen 
und ihre Regeneration) 865 Abstract 
LOwER 
Merkeley, H. J. Lower denture technic based 
on a proper understanding of the accessory 
muscles of mastication 769 
RETENTION 
Council on Dental Therapeutics classifies 
Kling (American Ferment Co., Inc.); Corega 
Denture Adhesive Cream (Corega Chemical 
Company) in Group A 852 
STABILIZATION: See also Impressions—technic 
Ford, W. B. Technic and occlusal form de- 
signed to produce stability in dentures 212 
DEUSCHLE, F. M. anp WARKANY, JOSEF. Con- 
genital dentofacial malformations in rats in- 
duced by maternal nutritional deficiency 431 
Abstract 
DEVELOPMENT OF THE LOWER HALF OF 
THE FACE 
See Face—development 
Di SALVO, N. A. anp NEUMANN, H. H. Radio- 
phosphorus uptake in chewing and nonchew- 
ing teeth 598 
DIAGNOSIS 
ROENTGENOLOGY: See Roentgenology—in oral di- 
agnosis 
DICKSON, GEORGE 
HARTLEY, J. L.; HUDSON, D. C. anp 
SWEENEY, W. T.: See Hartley, J. L. 
LAWSON, M. E., JR.: SWEENEY, W. T. anv 
RUPP, N. W.: See Rupp, N. W. 
DIET AND NUTRITION 
Deuschle, F. M. and Warkany, Josef. Congeni- 
tal dentofacial malformations in rats induced 
by maternal nutritional deficiency 431 Ab- 
stract 
World Health Day: food and health (Ed.) 535 
PERIODONTAL CONDITIONS 
Astaff, A., et al. Effects of a single vitamin B 
fraction deficiency—pantothenic acid—on per- 
iodontal tissues in dogs 865 Abstract 


See 


See Articulation 
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INDEX 


RELATION TO TEETH 
Shaw, J. H. Nutrition and the mouth 473 

DIETRICH, F. W. History of dentistry in Arkan- 
sas (Book rev.) 716 

DISINFECTION AND DISINFECTANTS 
See Sterilization and asepsis 

DISTRIBUTION OF DENTISTS 
See Statistics—dentists; See also Economics— 
dental 

DODD, M. C. 
anv GREEN, G. E.: See Green, G. E. 
SHOCKLEY, T. E. anp RANDLES, C. I.: See 
Shockley, T. E. 

DOE, JANET anp MARSHALL, MARY LOUISE. 
Medical Library Association handbook of 
medical library practice (Book rev.) 144 

DOMINICAN DENTAL SOCIETY 
Officers 841 

DOMINICAN REPUBLIC 
See Education, dental—in Dominican Repub- 
lic; See also Dominican Dental Society 

DOUGLAS, M. H. Dental program at the United 
Cerebral Palsy Diagnostic and Treatment Cen- 
ter, Roosevelt, N. Y. 666 

DREIZEN, SAMUEL; MOSNY, JANET J.; PAD- 
DOR, O. R. anv SPIES, T. D. In vitro studies 
on the protection of penicillin-sensitive oral 
acidogenice bacteria by yeasts present in hu- 
man saliva 150 Abstract 

DUMMETT, C. O. Relation of periodontal diseases 
to public health 49 

DUNDON, W. E. Letter to members of Council 
on Dental Trade and Laboratory Relations on 
FTC trade practice rules 84 

DUNN, J. K.; FOSDICK, L. S.; MOORE, B. W. 
anp CARTER, W. J.: See Moore, B. W. 


E 


EASTCOTT, D. F. anp HEWAT, R. E. T.: See 
Hewatt, R. E. T. 
ECONOMICS 

DentaL: See also Amer. Den. Assn.—Bur. Econ. 
Res. and Stat.; Practice, dental 
Anderson, O. W. Family dental costs and 
other personal health services: a nationwide 
survey 69 
Frank, V. H. Analysis of business procedures 
866 Abstract 
Hillenbrand, Harold. Dentistry’s responsibility 
in the changing socioeconomic pattern 164 
1956 survey of dental practice. III. Income 
of dentists by type of practice, personnel em- 
ployed and length of work year 117; IV. Pro- 
fessional expenses; auxiliary personnel 284; 
V. Size of the dental office; insurance held 
by the dentist 385; VI. The dentist's work 
week and work year; certain office practices 
570; VII. Number of patients and patient visits 
691, correction 855; VIII. Dentist busyness 856 

DeEeNnTAL—FEES 
Blue Shield contests New York 
dental fees 547 

DENTAL—POSTPAYMENT PLANS 
Conway, B. J. Relation of state laws to dental 
health service corporations 194 
Lamey, W. L. Dental health service corpora- 

DENTAL—PREPAYMENT PLANS 
Abrams, H. K. Closed panel clinic in a health 
service 205 
Conway, B. J. Relation of state laws to dental 
health service corporations 194 
Determination of costs for programs for the 
group purchase of dental health care 684 
Lamey, W. L. Dental health service corpora- 
tion from a lawyer's viewpoint 198 
Organized dental service programs (Ed.) 243 


ruling on 


INDEX 


DeENTAL—TAXES 
Begin drive for enactment of Jenkins-Keogh 
proposal 96 
Federal income tax: deductibility of travel 
expenses 272 


Reese, R. W. You—savings bonds—and your 

income taxes 377 

Retirement bill passage urged by 25 societies 

401 

Tax aid on pension plans won by Canadian 

dentists 839 

Voluntary pension plans for dentists 

700 

Sca.e or rees: See —dental—fees, listed above 

EDITORIALS 

All dentists serve in mouth cancer patrol 533 

Children’s Dental Health Week 82 

Dental toiletries: their use and limitations 

393 


(Ed.) 


Dentists enter government pension program 
245 

First decade of water fluoridation to be sub- 
ject of scientific review 81 

General practice: the foundation of dentistry 
394 


Growth of population outdistances increase in 

dentists 244 

Hypnosis in dentistry: new light on an old 

subject 819 

In striving to better, we often mar that which 

is well 83 

National Board dental examinations: interest 

among dentists grows greater each year 820 

No funds for Institute of Dental Research 

building: penny-wise and pound-foolish 392 

Organized dental service programs 243 

Patient radiation exposure in dentistry re- 

duced by aluminum and copper filtration 821 

President Lyons reports on fluoridation 701 

Voluntary pension plans for dentists 700 

World Health Day: food and health 535 

Your presence is requested (Central Office 

Open House) 82 

Youth, dentistry 

Club program 702 
EDUCATION, DENTAL 

See also American Dental Association—Coun- 

cil on Dental Education 

Association protests bill for Army to award 

degrees 540 

Commission set up to study South's dental 

education 102 

Dental education costs student $10,900, study 

shows 714 

Dental educators explore sources of financial 

aid 403 

400 attend Tennessee dental writing program 

836 


and the National Science 


Gauchat, L. J., et al. Annual support for den- 
tal education (Buffalo's Annual Dental Educa- 
tion Participating Fund) 787 

McNulty, R. W. University of Southern Cali- 
fornia Century Club 785 

New England medical and dental plan pro- 


posed 834 

New York State to award 28 dental scholar- 
ships 256 

1956 school enrollment up; continues recent 
trend 254 

Schools need 77 million dollars, survey shows 
545 


Temple dental school marks 50th anniversary 
May 1 718 
Wessels, K. E. Dentist on Fulbright grant to 
teach in Australia 264 

COURSES IN PUBLIC HEALTH 
Harvard announces 1957 public health scholar- 
ships 103 


15 
17 
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See Fellowships 

Hycrentsts: See Hygienists, dental 

In Dominican REPUBLIC 
Alabama and Santo Domingo schools offer 
joint course 263 

INTERNSHIPS: See Internships and residencies, 
dental 

ORTHODONTICS 
Eastman Dispensary offers orthodontics course 
110 

PEDODONTICS 
Fellowships in pedodontics offered by Mott 
Foundation 102 

PERIODONTICS 
Baylor periodontics course leads to advanced 
degree 549 

PostcrapuaTE: See also Education, dental—sub- 
headings for various specialties 
Graduate study scholarship offered by North- 
western 549 
Harvard inaugurates three part postdoctoral 
program 836 
Schools provide variety of winter and spring 
programs 103, 257, 409, 550, 721, 836 
Supply house gives schools $7,800 for graduate 
study 256 

RADIO BROADCASTS 
Guiding principles for participation on radio 
and television programs 848 

RESEARCH 
Funds exhausted as USPHS council okays 131 
projects 545 
New bill proposes funds to build teaching fa- 
cilities 715 
Recommended stipulations for academic-in- 
dustrial research contracts 121 
Research construction grants 
schools 101 
Undergraduate researchers approved at 16 
schools 838 
United States Public Health Service construc- 
tion grants awarded three schools 718 

Tecunictans: See Technicians, dental 

VisuaL: See also Motion pictures 
American Dental Association Film Library 
116, 384, 566, 695, 851 
Cleveland Health Museum sponsors 
education scholarship 842 
Dental procedures to be shown by color TV 
in Miami 712 
Guiding principles for participation on radio 
and television programs 848 
Operation on TV previews future Chapel Hill 
program 257 

EDUCATION OF PUBLIC 

Apple association has dental health poster 97 

PAMPHLETS 
Blackerby, P. E., Jr. Should you be a dentist? 
543 


awarded six 


visual 


Bureau of Dental Health Education. Teeth, 
health and appearance 404 
Bureau of Library and Indexing Service 
Audio-visual materials in dentistry 404 
Church & Dwight Co., Inc. Good teeth for 
young America 417 
Revise pamphlets and chart in toothbrushing 
series—Bur. Den. Health Educ. 829 

VisvaL: See also Motion pictures 


TV spots adapted for use in dental health 
week 

ELLIS, RHODA. Dictionary of dietetics (Book 
rev.) 


ELLIS, R. G. Canadian dean is president of 
American Association of Dental Schools 719 

ELLIS, SYLVIA; ROSE, E. E.; CORNELL, J. A. 
anp JORDAN, J. S.: See Cornell, J. A. 

EMBERGER, META RILEY ann HALL, MARIAN 
ROSS. Scientific writing (Book rev.) 863 


ENAMEL 
Kreshover, S. J. and Hancock, J. A., Jr. 
Pathogenesis of abnormal enamel formation 
in rabbits inoculated with vaccinia 431 Ab- 
stract 
ANATOMY 
Mortell, J. F., Jr. and Peyton, F. A. Obser- 
vations of Hunter-Schreger bands 434 Ab- 
stract 
Waerhaug, Jens. Enamel cuticle 152 Abstract 
Composition: See also Teeth—composition 
Brudevold, Finn and Steadman, L. T. Study 
of tin in enamel 433 Abstract 
PERMEABILITY: See Teeth—permeability 
See Teeth—solubility 
ENDODONTICS 
See Root canal treatment; See also Pulp and 
subheadings 
ENDOWMENTS AND FOUNDATIONS 
Gauchet, L. J., et al. Annual support for den- 
tal education (Buffalo's Annual Dental Edu- 
cation Participating Fund) 787 
McNulty, R. W. University of Southern Cali- 
fornia Century Club 785 
ENGLAND 
See Dentistry—in England 
ENGLANDER, H. R.; CARTER, W. J. ann FOS- 
DICK, L. S. Formation of lactic acid in den- 
tal plaques. III. Caries-immune individuals 
434 Abstract 
ENZYMES 
Finn, S. B. and DeMarco, Charles. Effect of 
artificial water fluoridation on the solubility 
of tooth enamel 148 Abstract 
Lilienthal, B. Effect of fluoride on acid for- 
mation by salivary sediment 148 Abstract 
Lilienthal, B. and Martin, M. D. Investiga- 
tions of the antienzymatic action of fluoride 
at the enamel surface 148 Abstract 
White, A. A. and Hess. W. C. Phosphatase, 
peroxidase and oxidase activity of dentin and 
bone 151 Abstract 
EPITHELIAL ATTACHMENT 
See Histology—dental 
EQUIPMENT, DENTAL 
See also Instruments and appliances 
Rupp, N. W., et al. Method for measuring the 
mucosal surface contours of impressions, casts 
and dentures 24 
MosiLe 
Three groups study dental care for chronically 
ill 837 
EROSION AND ABRASION 
Cornell, J. A., et al. Method of comparing 
the wear resistance of various materials 
used for artificial teeth 608 
ERUPTION OF TEETH 
Weyman, Joan. Eruption of malposed tooth 
without surgical interference 239 
ESTHETICS, penta 
AcryLic restn: See Acrylic resins 
IN DENTURE CONSTRUCT‘ON: See Dentures—esthetics 
EXAMINING BOARDS 
See Amer. Den. Assn.—Coun. Nat. Bd. Den 
Examiners; Education, dental; Licensure and 
subheadings 
Spectatties: See Licensure—specialists; See also 
names of specific groups 
EXHIBITS 
DENTAL 
A.D.A. shows dentist's role in exhibit for 
Smithsonian 403 
EXODONTICS 
See Extraction 
EXTRACTION 
IMPACTED TEETH: See also Teeth—impacted 
Mackay, D. R. Impacted lower second molars 
80 


INDEX 


F 
FABIAN, F. W.; ROSEN, S.; HOPPERT, C. A.; 
HUNT, H. R. anp BENARDE, M. A.: See 
Benarde, M. A. 
FACE 
DEVELOPMENT 


Deuschle, F. M. and Warkany, Josef. Con- 
genital dentofacial malformations in rats in- 
duced by maternal nutritional deficiency 431 
Abstract 

FADELL, E. J.; CALDWELL, J. B. anp HUGHES, 
K. W.: See Caldwell, J. B. 

FAIRHURST, C. W.; RYGE, GUNNAR anp KO- 
ZAK, S. F.: See Ryge, Gunnar 

FARBER, SIDNEY anp LANDING, B. H.: See 
Landing, B. H. 

FEDERATION DENTAIRE INTERNATIONALE 
Name delegztes to Rome Congress, F.D.I. as- 
sembly 540 

FEES, DENTAL 
See Economics—dental—fees 

FELDMAN, J. J. anp ANDERSON, O. W.: See 
Anderson, O. W. 

FELLOWSHIPS 
Advanced study fellowships available at 
Rochester 256 
Fellowships in pedodontics offered by Mott 
Foundation 102 
Graduate study fellowships offered by Medi- 
cal College of Virginia School of Dentistry 
409 


Kansas City offers internship, fellowships 270 
Oral pathology fellowship available at Penn- 
sylvania 720 
FELTMAN, REUBEN. Dental societies and the 
support of fluoridation 274 
FIASCONARO, J. E.; SHERMAN, HAROLD anp 
GRUNDFEST, HARRY. Determination of clin- 
ical dental local anesthesia by electrical stim- 
ulation and digital plethysmography 33 
FILM REVIEWS 
See Motion pictures—reviews 
FINLAND 
See Dentistry—in Finland 
FINN, S. B. anv DeMARCO, CHARLES. Effect of 
artificial water fluoridation on the solubility 
of tooth enamel 148 Abstract 
FISCHER, R. B.; RING, C. E. anp MUHLER, J. C. 
X-ray study of fluorapatite formation during 
the fluoride treatment of powdered dental 
enamel 434 Abstract 
FITZGERALD, L. M. Awarded honorary doctor of 
science degree at Temple anniversary cele- 
bration 833 
FLEMMING, A. S. President of Ohio Wesleyan 
to head dentistry survey 711 
FLUORIDES 
Fischer, R. B., et al. X-ray study of fluorapa- 
tite formation during the fluoride treatment 
of powdered dental enamel 434 Abstract 
Green, G. E. and Dodd, M. C. Resistance of 
oral lactobacilli to sodium fluoride 654 
Peckham, S. G., et al. Determination of fluo- 
ride in organic and inorganic fractions of 
dentin and enamel 149 Abstract 
Dentirrices: See Dentifrices—fiuoride 
IN WATER suPpLies: See Caries, dental—fluoride 
for prevention—in water supplies 
INTOXICATION 
Wantland, W. W. Effect of various concentra- 
tions of sodium fluoride on parasitic and free- 
living protozoa and Rotifera 433 Abstract 
ToricaL See Caries, dental—fluo- 
ride for prevention—topical application 
FOOD AND DIETETICS 
See Diet and nutrition 


7 


FORD, W. B. Technic and occlusal form designed 
to produce stability in dentures 212 

FOREIGN BODIES 

IN ORAL TISSUES 

Verne, Daniel. Treatment of persistent infec- 
tion of the face and neck 296 Abstract 

FORMULARIES 
See Materia medica and therapeutics and sub- 
headings 

FORREST, E. J. Named Illinois assistant dental 
dean 103 

FOSDICK, L. S. 
CLEMENT, A. J. 
Clement, A. J. 
ENGLANDER, H. R. anp CARTER, W. J.: 
See Englander, H. R. 
MOORE, B. W.; CARTER, W. J. anv DUNN, 
J. K.: See Moore, B. W. 

FOUNDATIONS 
See Endowments and foundations 

FOX, LEWIS; GOLDMAN, H. M. anv SCHLUGER, 
SAUL: See Goldman, H. M. 

FOX, T. P. Defense Department to send to FDI 
Congress 840 
CTURES 


Boudreaux, R. E. Modified metal urethral 
sound as a new instrument in zygomatic re- 
ductions 437 Abstract 
Jaws 

Hubinger, H. L. Pin clamp as a bone stop 
435 Abstract 
Jurgens, P. E. Treatment of maxillary and 
malar fractures: report of case 435 Abstract 

FRANK, V. H. Analysis of business procedures 
866 Abstract 

FREDERICK, PORTIA M. anv TOWNER, CAROL. 
Office assistant in medical or dental practice 
(Book rev.) 575 

FREESE, A. S. Simplified impressions for imme- 
diate complete dentures 240 

FRIEDMANN, J. B. anp RITSERT, E. F.: See Rit- 
sert, E. F. 

FUSAYAMA, TAKAO. Indirect inlay and crown 
technic using alginate 74 


anp PLOTKIN, R.: See 


G 


GAGGING 
Appleby, R. C. and Day, H. J. Gagging as re- 
lated to prosthetic dentistry 579 Abstract 
GARMAN, J. R. First civilian dentist opens prac- 
tice on Okinawa 843 
GAUCHAT, L. J.; MIMMACK, E. F. ann VAN 
ARSDALE, T. W., JR. Annual support for 
dental education (Buffalo’s Annual Dental 
Education Participating Fund) 787 
GENERAL ANESTHETICS 
See Anesthesia and anesthetics, general 
GERIATRICS 
See Practice, dentai—for ill and aged 
GERMAN DENTAL ASSOCIATION 
Officers 839 
GERRIE, N. F. Grants-in-aid in federal-state 
one public health program relationships 
1 


GIBSON, J. J. anv KWAPIS, B. W.: See Kwapis, 
B. W. 


GINGIVA 
Waerhaug, Jens. Effect of rough surfaces upon 
gingival tissue 152 Abstract 
Waerhaug, Jens and Zander, H. A. Reaction 
of gingival tissues to self-curing acrylic resto- 
rations 760 

GOLD 
List of certified dental materials 689 

FILLINGS, FOIL 

Jeffery, Alexander. Invisible Class III gold 
foil restorations 1 
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GOLDHABER, PAUL. Role of saliva and other 
local environmental factors in oral carcino- 
genesis 517 

GOLDMAN, H. M.; SCHLUGER, SAUL anp FOX, 
LEWIS. Textbook on periodontal therapy 
(Book rev.) 292 

GOODMAN, L. S. anp YALE, S. H.: See Yale, 
Ss. H. 

GORES, R. J. Dental characteristics associated 
with acrosclerosis and diffuse scleroderma 
755 

GRAMICIDIN 
See Antibiotics 

GREEN, G. E. anp DODD, M. C. Resistance of 
oral lactobacilli to sodium fluoride 654 

GRITTING OR GRINDING TEETH 
Nadler, S. C. Bruxism, a classification: criti- 
eal review 615 

GRUNDFEST, HARRY; FIASCONARO, J. E. anp 
SHERMAN, HAROLD: See Fiasconaro, J. E. 

GUMS 
See Gingiva 

GUYTON, A. G. Textbook of medical physiology 
(Book rev.) 142 


H 


HAFER, H. anp LAMMERS, TH.: See Lammers, 
Th. 

HALL, MARIAN ROSS anp EMBERGER, META 
RILEY: See Emberger, Meta Riley 

HALLOCK, GRACE T. anp WHEATLEY, G. M 
See Wheatley, G. M. 

HANCOCK, J. A., JR. anp KRESHOVER, S. J.: 
See Kreshover, S. J. 

HANSEN, W. C. ann MARGETIS, P. M.: See 
Margetis, P. M. 

HARE, G. C. Chosen president of the American 
Association of Endodontists 556 

HARELIP 
See Cleft palate and cleft lip 

HARTLEY, J. L.; HUDSON, D. C.; SWEENEY, 
W. T. anv DICKSON, GEORGE. Methods for 
evaluation of rotating diamond-a>rasive den- 
tal instruments 673 

HAUPL, KARL, et al (Edited by) Die Zahn-, 
Mund- und Kiefer-heilkunde: ein Handbuch 
fiir die zahnarztliche Praxis (Therapy of the 
teeth, mouth and jaws: a manual for dental 
practice) (Book rev.) Cleft palate in ortho- 
dontics. A. Martin Schwarz 422; Dental mate- 
rials: nonmetallic substances. E. Dolder 423; 
Dental materials: nonprecious metals. E. Dol- 
der 423; Dental materials: precious metals. 
M. Spreng 423; Extraction of teeth for regu- 
lation of the erupting dentition: the extrac- 
tion therapy. A. Martin Schwarz 422; Fixed 
orthodontic appliances. C. M. Seipel 422; 
Functional prosthetic treatment and preven- 
tion of periodontal disease and dysgnathism. 
I. Rechborn-Kjennerud 424; Porcelain’ in 
dental prosthetics. C. U. Fehr 423; Relapse. 
Karl Haup] 423; Stainless steel in dental pros- 
thetics. Julius Jantzen 423; Tissue alterations 
caused by orthodontic appliances. Karl Haupl 
422 


HAYWARD, J. R. ann KIESTER, G. L. Severe 
allergic reaction during thiopental sodium 
anesthesia 437 Abstract 

HAZLET, J. W.; SHARP, G. S. ann BULLOCK, 
W. K.: See Sharp, G. S. 

HEALING OF WOUNDS 
See Wounds and injuries—healing 

HEALTH 

Procrams: See Public health programs 
Pustic’ See Public health 

HEART FAILURE DURING ANESTHESIA 

See Anesthesia—accidents during 


54, JANUARY-JUNE 1957 


HELD, A. J. (Edited by) L’Institut de Medecine 
Dentaire de L'Universite de Geneve, 1881- 
1956 (The Dental Institute of the University 
of Geneva from 1881 to 1956) (Book rev.) 429 

HEMORRHAGE 
Johnson, R. L. Blood loss in oral surgery 148 
Abstract 

HENRY, E. E. Influence of design factors in the 
performance of the inverted cone bur 432 
Abstract 

HERBERT, W. E. anp PARFITT, J. B.: See Par- 
fitt, J. B. 

HERTIG, A. T. anp MANSELL, HAZEL. Tumors 
of the female sex organs: part 1. Hydatidi- 
form mole and choriocarcinoma (Book rev.) 
141 

HESS, W. C. 

PECKHAM, S. G. anp LEOPOLD, R. S.: See 
Peckham, S. G. 
anv WHITE, A. A.: See White, A. A. 

HEWAT, R. E. T. anp EASTCOTT, D. F. Dental 
caries in New Zealand (Book rev.) 293 

HILL, I. N. Fluoridation research and related de- 
velopments 454 

HILL, LISTER. Named first honorary officer of 
the International Association of Dental Re- 
search 724 

HILLENBRAND, HAROLD. Among seven cited 
by Loyola 828; Dentistry's responsibility in 
the changing socioeconomic pattern 164; Re- 
ceives Dominican Republic's highest award 
260, 261 

HISTAMINE 
Ostrander, F. D. New drugs useful in den- 
tistry 461 

HISTOLOGY 

DENTAL 
Zander, H. A. Method for studying ‘“‘the epi- 
thelial attachment” 152 Abstract 

HISTORY 

ASSOCIATIONS AND SOCIETIES: See names of spe- 
cific groups 

DENTAL 
Adams, W. C. History of dentistry in Oregon 
(Book rev.) 255 
Dietrich, F. W. History of dentistry in Ar- 
kansas (Book rev.) 716 

HOERR, N. L. ann OSOL, ARTHUR. (Edited by) 


Blakiston’s New Gould Medical Dictionary 
(Book rev.) 142 
HOFF, HANS. Lehrbuch der Psychiatrie: Ver- 


hiitung, Prognostik und Behandlung der geis- 
tigen und seelischen Erkrankungen (Textbook 
of psychiatry: prevention, diagnosis and 
treatment of mental and emotional disorders) 
(Book rev.) 862 

HOLLISTER, J. J. Named Advisory Council on 
Medical Exhibits chairman 402; Named Pro- 
fessional Convention Management Association 
secretary 402 

HOPPERT, C. A. 
HUNT, H. R.; BENARDE, M. A.; FABIAN, 
F. W. anp ROSEN, S.: See Benarde, M. A. 
ROSEN, S.; RAGHEB, H. S. anp HUNT, H. R.: 
See Rosen, S. 

HOSPITAL INTERNSHIPS FOR DENTISTS 
See Internships and residencies. dental 

HOSPITALS 

DENTAL sERvicE: See also Internships and resi- 
dencies, dental; Institutional dental service 
Booth, R. M. Physical examinations of dental 
patients 274 
Explain hospital 
staff 266 
Group INSURANCE: See Insurance—hospital 

HOUGHTON, F. J. New Jersey alumni group 

honors dean 108 


group’s opinion on dental 


INDEX 


HUBINGER, H. L. Pin clamp as a bone stop 435 
Abstract 

HUDSON, D. C.; SWEENEY, W. T.; DICKSON, 
GEORGE anv HARTLEY, J. L.: See Hartley, 
J. L. 

HUGHES, K. W.; FADELL, E. J. anp CALDWELL, 
J. B.: See Caldwell, J. B. 

HUNT, H. R. 
BENARDE, M. A.; FABIAN, F. W.; ROSEN, 
S. anp HOPPERT, C. A.: See Benarde, M. A. 
HOPPERT, C. A.; ROSEN, S. anp RAGHEB, 
H. S.: See Rosen, S. 

HUTCHINSON, JOHN anp BAISDEN, R. N.: See 
Baisden, R. N. 

HYDROCOLLOIDS 
See Impressions and subheadings 

HYGIENE 

Mentat: See Mental hygiene 

HYGIENISTS, DENTAL 
Add public health minor to Columbia hygien- 
ists’ course 721 

HYPNOTISM 
Hypnosis in dentistry: 
subject (Ed.) 819 
Kline, M. V. Hypnosis in dental medicine: 
educational and clinical considerations 797 
Kuhner, Arthur. Evaluation of hypnosis in 
dental therapeutics from the dentist's view- 
point 789 
Rosen, Harold. Hypnosis, mental hygiene and 
the dentist-hypnotist: a psychiatric discussion 
of the potentialities and dangers of hypnosis 
when utilized during dental practice 808 


new light on an old 


I 


IDENTIFICATION BY MEANS OF TEETH 
F.B.I. asks dentists’ help in search for wanted 
man 270 

ILJINA-MARKOSJAN, L. V. Zahn- und Kiefer- 
ersatz bei Kindern (Artificial dentures and 
jaw correction in child patients) (Book rev.) 
426 

ILLUSTRATIONS 
Air Force dental officers at Little Rock Air 
Force Base 401 
Alstadt, William R. Dinner sponsored by the 
Arkansas State Dental Association 832 
Amer. Den. Assn. new quarters 93 
American Dental Association's Central Office 
building receives honor award for excellence 
in architecture 710 
American Dental 
gavel 264 
Brandt brothers, all Navy dentists 268 
Bruening, E. H., Barber, Peter and Hunter, 
Percy. More than 50 years in dentistry 271 
California Tower, San Diego 718 
Clement, Frank G. Governor of Tennessee 
signs state’s new, strengthened dental prac- 
tice act 546 
Eighth National 
pants 829 
FTC hearing 399 
Four honorary doctor of science degrees 
awarded in Philadelphia 834 
Gallagher, John W. Performs an operation 
before the TV camera 257 
Ground breaking ceremonies for addition to 
Southern California Dental clinic 786 
Guests at the banquet of the Colegio Cirujanos 
Dentistas de Puerto Rico 549 
Hart, E. R. Honored at banquet 727 
Linen Supply Association's delivery trucks 
will carry a dental health message on a four- 
color poster 728 
Loveless, H. C. Iowa's governor signs a proc- 


Society of Europe's new 


Health Conference partici- 


19 


lamation designating Children’s Dental Health 
Week 548 

Lyons, Harry. Honored guests at a testimonial 
dinner for 831; Presented Alpha Omega’'s 
achievement award 269; Presents awards for 
smiles to contest winners at the St. Louis 
Dental Society's centennial celebration 99 
Malone, R. W. Chief of Navy Dental Corps 
266 


Meeting of the Mexican Dental Association 
415 
Miller, Carl E., Cleveland Dental Society pres- 
ident checks over plans for the annual spring 
clinic meeting with Harold C. Miller and 
Leonard H. Samartini 547 
Missouri State Dental Association. Partici- 
pants in the workshop of district officers 406 
Monongahela Valley Dental Society in Mor- 
gantown, W. Va. 833 
Moose, Sanford M. Addresses military dental 
officers in Frankfurt, Germany 265 
St. Louis Dental Society officers 100 
Scenes of Rome 840 
Students from abroad studying at 
Reed Army Institute of Research 412 
Three Toledo, Ohio dentists awarded plaques 
by the Toledo Dental Society 717 
Two officers and an honorary member of the 
Academy of General Dentistry 416 
Universal Rome Exhibition buildings 262, 263 
Walter Reed Army Medical Center's honored 
guests at the graduating exercises of the 
postgraduate school 107 
Yamauchi, Rio. Discusses meeting of the 
Japan Dental Association with Harold Hil- 
lenbrand 105 
IMPACTED TEETH 
See Teeth—impacted; See also Extraction— 
impacted teeth 
IMPRESSIONS 
Rupp, N. W., et al. Method for measuring the 
mucosal surface contours of impressions, casts 
and dentures 24 
MATERIALS 
Caul, H. J. Alginate impression materials 567 
Margetis, P. M. and Hansen, W. C. Changes 
in agar-agar type duplicating material and 
agar-agar on heating and storage 737 
TecHNiIc 
Freese, A. S. Simplified impressions for im- 
mediate complete dentures 240 
Fusayama, Takao. Indirect inlay and crown 
technic using alginate 74 
Sturdevant, C. M. Impressions for indirect 
inlays 357 
INCISORS 
See Teeth—incisors 
INCOMES, DENTAL 
See Economics—dental 
INDUSTRIAL DENTAL SERVICE 
See also Clinics— dental; Labor unions — 
health and welfare programs 
Abrams, H. K. Closed pane! clinic in a health 
service 205 
INGLE, J. I. Determination of occlusal discrep- 
ancies 6 
INJURIES 
See Wounds and injuries 
INLAYS 
Fusayama, Takao. Indirect inlay and crown 
technic using alginate 74 
Sturdevant, C. M. Impressions for indirect 
inlays 357 
INNERVATION 
Vargas F., Fernando. Accommodation of nor- 
mal and pathologic pulp nerves 432 Abstract 
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INSTITUTIONAL DENTAL SERVICE 
See also Hospitals—dental service 
Lewis, J. B. Identification of dentures in a 
mental hospital 864 Abstract 
INSTRUMENTS AND APPLIANCES 
See also Operative dentistry—instruments 
Paffenbarger, G. C. and Stanford, J. W. Re- 
search on dental materials and instrumenta- 
tion in 1956 465 
Care: See also Sterilization and asepsis 
INSURANCE 
For pentists: See Insurance for dentists 
Group 
New York prepaid dental plan now is open 
panel 109 
HosPITaL 
Blue Shield contests New York 
dental fees 547 
New York court rules Blue Shield must pay 
dentists 726 
Pennsy!vania Blue Shield contract adds oral 
surgery 267 
INSURANCE FOR DENTISTS 
1956 survey of dental practice. V. Size of the 
dental office; insurance held by the dentist 
385 


ruling on 


ACCIDENT AND DISABILITY 
Endorsements attached to 
sored accident and health 
policy 690 

HosprraL: See Insurance—hospital 

INTERNATIONAL ASSOCIATION OF ANES- 

THESIOLOGISTS 

New report on anesthesiologists’ group 267 
INTERNATIONAL CORRESPONDENCE 

See Dentistry—country to which it pertains 
INTERNATIONAL DENTAL CONGRESS 

See Federation Dentaire Internationale 
INTERNATIONAL DENTAL MEETINGS 

International dental meetings 413 
INTERNSHIPS AND RESIDENCIES, 

See also Hospitals—dental service 

Additional hospital dental internships and 

residencies approved by the Council on Den- 

tal Education (supplement 7) 561 

Army selects 24 students for dental intern- 

ships 552 

Kansas City offers internship, fellowships 270 

Rotating internships offered by two hospitals 


Association-spon- 
insurance master 


INVESTMENT 
MATERIALS 
List of certified dental materials 689 
Skinner, E. W. and Degni, Francisco. Hygro- 
scopic expansion of dental investments 603 
IRELAND, R. L. Pedodontics 458 
IRRADIATION 
BIOLOGICAL EFFECTS: 
effects 


See Radiation—biological 


JACKET CROWNS 
See Crowns 

JACOBS, J. F. Named acting dean, Kansas City 
School of Dentistry 719 

JAPAN 
See Dentistry—in Japan 

JAWS 

Fractures: See Fractures—jaws 

JEFFERY, ALEXANDER. Invisible Class III gold 
foil restorations 1 

JENSEN, J. R. Histologic comparison of two pulp 
capping agents 595 

JOHNSON, P. L. ann BEVELANDER, G. Histo- 
genesis and histochemistry of pulpal calcifica- 
tions 432 Abstract 


JOHNSON, R. L. Blood loss in oral surgery 148 
Abstract 

JORDAN, J. S.; ELLIS, SYLVIA; ROSE, E. E. 
anp CORNELL, J. A.: See Cornell, J. A. 

JORDAN, W. A. anp PETERSON, J. K. Caries- 
inhibiting value of a dentifrice containing 
stannous fluoride: first year report of a su- 
pervised toothbrushing study 589 

JOURNALISM, venTaL 
Editors to analyze good and bad of publi- 
cations 252 

JUNG, F.; KLEINSORGE, H. anp MULLER- 
HEGEMANN, D. Arbeitstagung tuber kortiko- 
viszerale Regulations Leipzig, vom 15. bis 17. 
Januar 1954 (Symposium on corticovisceral 
procedures, Leipzig, January 15 to 17, 1954) 
(Book rev.) 425 

JURGENS, P. E. Treatment of maxillary and 
malar fractures: report of case 435 Abstract 


K 


KELNER, MORRIS. Dental problem of the handi- 
capped child 673 

KENCK, O. A. Montana dentist honored by state 
medical society 832 

KENNEBECK, M. E. Appointed to rank of major 
general 412 

KERR, D. A. anpv ALLING, C. C.: See Alling, 


¢. 

KESEL, R. G. anpj COOLIDGE, E. D.: See Cool- 
idge, E. D. 

KESSLER, H. E. Phonetics in denture construc- 
tion 347 

KIESTER, G. L. anp HAYWARD, J. R.: See Hay- 
ward, J. R. 

KILLEY, H. C. anp ROWE, N. L.: See Rowe, N. L. 

KLEINSORGE, H.; MULLER-HEGEMANN, D. anv 
JUNG, F.: See Jung, F. 
KLINE, M. V. Hypnosis in dental medicine: edu- 
cational and clinical considerations 797 
KOHLER, J. A. Zahnarztliche Chirurgie (Opera- 
tive dentistry) (Book rev.) 427 

KOREA 
See Dentistry—in Korea 

KOZAK, S. F.; FAIRHURST, C. W. ann RYGE, 
GUNNAR: See Ryge, Gunnar 

KRESHOVER, S. J. 
anp HANCOCK, J. A., JR. Pathogenesis of 
abnormal enamel formation in rabbits inocu- 
lated with vaccinia 431 Abstract 
anp SALLEY, J. J. Predisposing factors in 
oral cancer 509 

KUCK, M. Discoloration of acrylic dentures (Uber 
die Verfarbuag von Palodonprothesen und 
ihre Regeneration) 865 Abstract 

KUHNER, ARTHUR. Evaluation of hypnosis in 
dental therapeutics from the dentist's view- 
point 789 

KUTSCHER, A. H. Clinical research and the gen- 
eral practitioner 297 Abstract 

KWAPIS, B. W. anv GIBSON, M. J. Surgical 
treatment of precancerous lesions of the lip 
864 Abstract 

KYDD, W. L. Quantitative analysis of forces of 
the tongue 148 Abstract 
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LABOR UNIONS 
HEALTH AND WELFARE PROGRAMS 
trial dental service 
Abrams, H. K. Closed panel clinic in a health 
service 205 
Organized dental service programs (Ed.) 243 


See also Indus- 


844 
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LABORATORIES, DENTAL 
Accreditation plan for New Hampshire dental 
laboratories 558 
A.D.A., N.A.D.L. meet; 
ferences 400 
Association served with federal grand jury 
subpoena 541, 545 
Lectstation: See Laws and legislation—labora- 
tory and technicians 
Tecunictans: See Technicians, dental 
LAMEY, W. L. Dental health service corpora- 
tion from a lawyer's viewpoint 198 
LAMMERS, TH. ann HAFER, H. Biologie der 
Zahnkaries (Biology of dental caries) (Book 
rev.) 424 
LANDING, B. H. anp FARBER, SIDNEY. Tumors 
of the cardiovascular system (Book rev.) 141 
LASOFF, GUSTAVE anp COLLETT, H. A.: See 
Collett, H. A. 
LAUGHLIN, H. P. Neuroses in clinical practice 
(Book rev.) 143 
LAWS AND LEGISLATION 
New bill proposes funds to build teaching 
facilities 715 
Retirement bill passage urged by 25 societies 
401 
DentaL: See also subheadings immediately fol- 
lowing, i.e. —laboratory and technicians, etc. 
Begin drive for enactment of Jenkins-Keogh 
proposal 96 
Conway, B. J. Relation of state laws to dental 
health service corporations 194 
Lamey, W. L. Dental! health service corpora- 
tion from a lawyer's viewpoint 198 
Strengthen North Carolina Dental Practice 
Act 832 
Use of psychosomatics in dentistry ruled legal 
(Michigan) 547 
LABORATORY AND TECHNICIANS 
Accreditation of dental laboratories 383 
A.D.A. says FTC rules should not use term 
“articulation” 825 
American Dental Association testimony before 
Federal Trade Commission on need to change 
“Trade Practice Rules for the Commercial 
Dental Laboratory Industry” 680 Abstract 
Dundon, W. E. Letter to members of Council 
on Dental Trade and Laboratory Relations on 
FTC trade practice rules 84 
Four changes needed in FTC code, A.D.A. 
testifies 398 
Illinois societies oppose public denturist bill 
831 
Lab display ads banned from Chicago phone 
book 411 
Laboratory registration proposed in Florida 
bill 831 
Two states clarify dentist-lab relation (Idaho 
and Tennessee) 
MILITARY AND NAVAL 


plan series of con- 


Dental aspects of Dependents’ Medical Czre- 


Act 86 
Government urged to deal with societies on 
medicare 90 

LAWSON, M. E., JR.; SWEENEY, W. T.; RUPP, 
N. W. anpj DICKSON, GEORGE: See Rupp, 
N. W. 

LEATHERMAN, G. H. News from Great Britain 
111, 246, 396, 536, 704, 822 

LEGISLATION 
See Laws and legislation 

LEOPOLD, R. S.; HESS, W. C. ann PECKHAM, 
S. G.: See Peckham, S. G. 

LEUKOPLAKIA 
Russ, H. C. Oral leukoplakia: review of the 
literature 437 Abstract 

LEVY, Experimental production of oral 
malignancies 514 
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LEWIS, J. B. Identification of dentures in a men- 
tal hospital 864 Abstract 
LIBRARIES 
Washington to be site of national medical 
library 842 
DENTAL 
Additions to the Library—Amer. Den. Assn. 
114, 564, 850 
LICENSURE 
EXAMINATIONS 
National Board dental examinations: interest 
among dentists grows greater each year (Ed.) 
820 


SPECIALISTS 
Change requirements for periodontology ex- 
amination 844 
Tecunictans: See Law and legislation—labora- 
tory and technicians 
LILIENTHAL, B. Effect of fluoride on acid forma- 
tion by salivary sediment 148 Abstract 
anp MARTIN, M. D. Investigations of the 
antienzymatic action of fluoride at the enamel 
surface 148 Abstract 
LIP 
Cuert: See Cleft palate and cleft lip 
LESIONS 
Kwapis, B. W. and Gibson, M. J. Surgical 
treatment of precancerous lesions of the lip 
864 Abstract 
LISCHER, B. E. Ex-dental dean honored by St. 
Louis school 408 
LITERATURE, DENTAL 
See also Journalism, dental 
400 attend Tennessee dental writing program 
836 


Booxs: See also Book reviews 

New series of dental books to appear tri- 
annually (Dental clinics of North America 
by W. B. Saunders Co.) 727 

LITIGATION 
Association served with federal grand jury 
subpoena 541, 545 
Court orders advertising labs to stop illegal 
acts 105 
Dismiss libel charges against five A.D.A. of- 
ficials 252 
Fluoridation opponent 
A.D.A. 830 
Review of court decisions on fluoridation of 
public water supplies 379 
Two face trial in alleged fraud of dentists 
843 


loses suit against 


LOCAL ANESTHETICS 
See Anesthesia and anesthetics, local 

LOCATION AND RELOCATION OF DENTISTS 
See Statistics—dentists 

LONGEVITY 

Dentists: See Statistics—dentists 

LYONS, HARRY. Awarded honorary doctor of 
science degree at Temple anniversary cele- 
bration 833; Presented Alpha Omega's 
achievement award 269; To be cited at Vir- 
ginia State Dental Association banquet 406 
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MACDONALD, J. B. Named director at Forsyth 
109 

MACKAY, D. R. Acute sublingual cellulitis 242; 
Impacted lower second molars 80; Multiple 
cysts of the maxillae 238 

MAHLER, I. R. anp MANLY, R. S. pH levels 
attained by compact layers of oral micro- 
organisms in contact with glucose solutions 
149 Abstract 

MAIN, L. R. May 26 testimonial honors St. Louis 
dean 408 portrait 
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MALIGNANT TUMORS 
See Tumors; See also Cancer 

MANDIBLE AND MAXILLA 

Fractures: See Fractures—jaws 

MANDIBULAR MOVEMENTS 
See also Articulation and occlusion 
Updegrave, W. J. Roentgenographic observa- 
tions of functioning temporomandibular joints 
488 

MANHOLD, J. H., JR. Introductory psychosomatic 
dentistry (Book rev.) 575 

MANLY, R. S. anp MAHLER, I. R.: See Mahler, 
I. R. 

MANSELL, HAZEL anv HERTIG, A. T.: See Her- 
tig, A. T. 

MARGETIS, P. M. ann HANSEN, W. C. Changes 
in agar-agar type duplicating material and 
agar-agar on heating and storage 737 

MARSHALL, MARY LOUISE anv DOE, JANET 
See Doe, Janet 


MARTIN, M. D. anp LILIENTHAL, B.: See 
Lilienthal, B. 
MARTIN, P. Trigeminal neuralgia (a propos de 


la neuralgie assentielle du 
Abstract 
MASTICATION 
Force 
Anderson, D. J. Measurement of 
mastication 491 Abstract 
Murphy, T. Control of the pressure strokes 
at the temporomandibular joint. 866 Abstract 
MuscLes 
Merkeley, H. J. Lower denture technic based 
on a proper understanding of the accessory 
muscles of mastication 769 
Perry, H. T., Jr. Muscular changes associated 
with temporomandibular joint dysfunction 
644 
MATERIA MEDICA AND THERAPEUTICS 
See also Antibiotics; Penicillin 
Counct, on DenTAL THERAPEUTICS REPORTS: See 
Amer. Den. Assn.—Coun. Den. Ther. 


trijumeau) 147 


stress in 


DENTAL 

Council on Dental Therapeutics classifies 
Methyl Cellulose Solution 5% (King’s) in 
Group A 382 


Council on Dental Therapeutics lists Sucaryl 
products in Group A 381 

MATERIALS, DENTAL 
See also types of materials, i.e., Impressions— 
materials, etc. 
List of certified dental 
289, 689, 855 
Paffenbarger, G. C. and Stanford, J. W. Re- 
search on dental materials and instrumenta- 
tion in 1956 465 

MATHIS, HERMANN anp WINKLER, WILHELM. 
Zahnheilkunde und innere Medizin (Dentistry 
and internal medicine) (Book rev.) 140 

MAURICE, C. G. Technical procedure in root 
canal treatment 418 

McCOyY, J. D. ann SHEPARD, E. E. Applied or- 
thodontics (Book rev.) 427 

McINNES, JOHN. Dental investigations in Korea 
557 

McNULTY, R. W. University of Southern Cali- 
fornia Century Club 785 

MECHANICS, penta 
See Technicians, dental 

MEDALS 
See Awards 

MENCZER, L. F. Believes dental societies should 
support fluoridation 557 

MENTAL HYGIENE 
Rosen, Harold. Hypnosis, mentay hy.ziene and 
the dentist-hypnotist: a psychiatric discussion 
of the potentialities and dangers of hypnosis 
when utilized during dental practice 808 


materials 129, 130, 
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MEPHENESIN 
See Muscle relaxants 

MERKELEY, H. J. Lower denture technic based 
on a proper understanding of the accessory 
muscles of mastication 769 

MESSORE, M. B. Appointed director of Samuels 


Dental Clinic for Children, Rhode Island 
Hospital 554 portrait 
MEXICO 


See Dentistry—in Mexico 
MEYER, WILHELM; SCHUCHARDT, KARL anp 
HAUPL, KARL: See Haupl, Karl 
MICROBIOLOGY 
See Bacteriology 
MIGRATORY TEETH 
See Teeth—migratory 
MILITARY DENTISTRY 
See Dentistry—military and naval 
MILLER, S. L. Named dental director in Alabama 
260 
MIMMACK, E. F.; VAN ARSDALE, T. W., JR 
anp GAUCHAT, L. J.: See Gauchat, L. J. 
MINNESOTA STATE DENTAL ASSOCIATION 
Dedicates new building 548 
MOBILE UNITS 
See Equipment, dental—mobile 
MOEN, B. D. anp PALMER, B. B.: See Palmer, 
B.B 


MOORE, B. W.; CARTER, W. J.; DUNN, J. K. 
anp FOSDICK, L. S. Formation of lactic acid 
in dental plaques. I. Caries-active individuals 
434 Abstract 

MORGAN, A. F.; ASTAFF, A. ann BECKS, HER- 
MANN: See Astaff, A. 

MORTELL, J. F., JR. anp PEYTON, F. A. Obser- 
vations of Hunter-Schreger bands 434 Ab- 
Stract 

MOSIG, ALFRED ann SCHRAMM, GOTTFRIED. 
Der Arzneipflanzen- und Drogenschatz Chinas 
und die Bedeutung des Pen-Ts’'Ao Kang-Mu 
als Standardwerk der chinesischen Materia 
Medica (China's medicinal plants and drugs 
and the importance of the Pen-Ts'Ao Kang- 
Mu, the Chinese standard work on pharma- 
cology) ‘Book rev.) 426 

MOSNY, JANET J.; PADDOR, O. R.; SPIES, 
T. D. ann DREIZEN, SAMUEL: See Dreizen, 
Samuel 

MOTION PICTURES 
See also Education, dental—visual; Education 


of publice—visual 

REVIEWS 
Album, M. W. Dentistry for the handicapped 
child 695 
Carr, L. E. Space maintenance in a preschool 
child 116 


Committee to Protect Our Children’s Teeth 
Science writers get the facts on fluoridation 
695 

Medical horizons 851 

Ritsert, E. F. and Friedmann, J. B. Operative 
dentistry for the child patient under general 
anesthesia 116 
Schumaker, J. R. Teeth: 
care 566 

State University of Iowa College of Dentistry 
Root recovery 556 


their structure and 


Veterans Administration. Mandibular prog- 
nathism 384 
MOUTH 


BacterioLocy: See Bacteriology—oral 
MOVING PICTURES 
See Motion Pictures 
MUHLER, J. C. Topical application of stannous 
fluoride 352 
FISCHER, R. B. anv RING, C. E.: See Fischer, 
R. B. 
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anv SCHWEINSBERGER, R. A.: See Schweins- 
berger, R. A. 

MULLER-HEGEMANN, D.; JUNG, F. anp KLEIN- 
SORGE, H.: See Jung, F. 

MUNCH, JOSEF. Die Zahnarztliche Behandlung 


des Kindes (Dentistry for children) (Book 
r 139 
M . _, T. Control of the pressure strokes at 


the temporomandibular joint 866 Abstract 
MUSCLE RELAXANTS 
Ostrander, F. D. New drugs useful in d2n- 
tistry 461 
MUSSELMAN, PAUL. Report on dental findings 
in Newark, Delaware, children after five 
years of fluoridation 783 
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NADLER, S. C. Bruxism, a classification: critical 
review 615 

NATIONAL BOARD OF DENTAL EXAMINERS 
See Amer. Den. Assn.—Coun. Nat. Bd. Den. 
Examiners; See also Licensure and subhead- 
ings 

NATIONAL CHILDREN’S DENTAL HEALTH 
WEEK 
Apple association has dental health poster 97 
Children’s Dental Health Week (Ed.) 82 
National Children’s Dental Health Week 1957 
560 


TV spots adapted for use in dental health 
week 97 

NATIONAL DENTAL HEALTH CONFERENCE 
(7th) 
Organized programs for the improvement of 
the dental health of the public 163 

NATIONAL INSTITUTE OF DENTAL RESEARCH 
See Research—dental 

NATIONAL SCIENCE CLUB 


Youth, dentistry and the National Science 
Club program (Ed.) 702 
NAVY DENTISTRY 
See Dentistry—military and naval 
NECROLOGY 
See Deaths 
NEGRO DENTISTS 
District of Columbia Dental Society com- 


mended for admitting Negro members 255 
NELSEN, R. J. Former research Fellow aids on 
radiation booklet 251 
NEOMYCIN 
See Antibiotics 
NEOPLASMS 
See Tumors 
NEPOLA, S. R. Mouth rehabilitation in pedodon- 
tics 78 
NERVES 
Cooksey, D. E. Lingual nerve neuropathy re- 
sulting from sialolithiasis 295 Abstract 
NEUMANN, H. H. anv Di SALVO, N. A.: See 
Di Salvo, N. A. 
NEURALGIA 
TRIGEMINAL; TRIFACIAL; TIC DOULOUREUX 
Martin, P. Trigeminal neuralgia (a propos de 


la neuralgie assentielle du trijumeau) 147 Ab- 
stract 
Northrup, G. W. Tic doloreux from dental 
pulp 238 

NEVUS 


See also Leukoplakia 
Couch, C. D., Jr. Junctional nevus of the 
palate 580 Abstract 

NIZEL, A. E. Manual for the detection and cor- 


rection of nutritional inadequacies (Book 
rev.) 861 

NORTHRUP, G. W. Tic doloreux from dental 
pulp 238 
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NOVOCAINE 
See Anesthesia and anesthetics, 
caine hydrochloride 
NURSES 
Denta.: See Assistants, dental; Hygienists, den- 
tal 
NUTRITION 
See Diet and nutrition 


local—pro- 


OCCLUSION 
See also Articulation and occlusion; 
dibular movements 
Batancep: See Articulation and occlusion—arti- 
ficial teeth 
CENTRIC 
Ford, W. B. Technic and occlusal form de- 
signed to produce stability in dentures 212 
RESTORATION TO NORMAL 
Ingle, J. I. Determination of occlusal dis- 
crepancies 6 
OFFICE EQUIPMENT, venta 
See Equipment, dental 
OFFICES, venta 
1956 survey of dental practice. V. Size of the 
dental office; insurance held by the dentist 
385 
OKINAWA 
See Dentistry—in Okinawa 
OLD AGE SECURITY 
For ventists: See also Economics—dental— 
taxes; Social Security Act 
Voluntary pension plans for dentists 
700 
OPERATIVE DENTISTRY 
In striving to better, we often mar that which 
is well (Ed.) 83 
INSTRUMENTS 
Hartley, J. L., et al. Methods for evaluation 
of rotating diamond-abrasive dental instru- 
ments 673 
Henry, E. E. Influence of design factors in 
the performance of the inverted cone bur 
432 Abstract 
ORAL FLORA 
See Bacteriology—oral 
ORLAY, H. G. anp CASTAGNOLA, L.: See 
Castagnola, L. 
ORTHODONTICS 
Epucation: See Education, dental—orthodontics 
For GENERAL PRACTITIONER 
Barber, T. K. and Renfroe, E. W. Interceptive 
orthodontics for the general practitioner 328 
OSBORNE, JOHN. Dental mechanics for students 
(Book rev.) 145 
OSOL, ARTHUR anv HOERR, N. L.: See Hoerr, 


Man- 


(Ed.) 


N. L. 

OSTRANDER, F. D. New drugs useful in dentistry 
461 
CROWLEY, MARY C. anpv SOMMER, R. F.: 
See Sommer, R. F. 


PADDOR, O. R.; SPIES, T. D.; DREIZEN, 
SAMUEL anv MOSNY, JANET J.: See Drei- 
zen, Samuel 

PAFFENBARGER, G. C. 
anp SACCHI, HECTOR: See Sacchi, Hector 
anp STANFORD, J. W. Research on dental 
materials and instrumentation in 1956 465 

PAIN 

Dracnosis 
Couch, C. D., Jr. Facial pain 295 Abstract 
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PALATE 
Cuert: See Cleft palate and cleft lip 
PALMER, B. B. ann MOEN, B. D. Dental survey 
of an urban, employed group 56 
PALSY 
CEREBRAL 
Douglas, M. H. Dental program at the United 
Cerebral Palsy Diagnostic and Treatment Cen- 
ter, Roosevelt, N. Y. 666 
PANAMA 
See Dentistry—in Panama 
PARADENTOSIS 
See Periodontal disease 
PARFITT, J. B. anp HERBERT, W. E. Operative 
dental surgery (Book rev.) 142 
PARSONS, ESTHER JANE. In the doctor's office 
—the art of the medical assistant (Book rev.) 
430 
PATENTS, DENTAL 
Court upholds Illinois school 
256 
PATIENTS 
1956 survey of dental practice. VII. Number 
of patients and patient visits 691 correction 
855 
PECKHAM, S. G.; LEOPOLD, R. S. anv HESS, 
W. C. Determination of fluoride in organic 
and inorganic fractions of dentin and enamel 
149 Abstract 
PEDODONTICS 
See Children, Dentistry for 
PELTON, W. J. Heads dental public health board 
258 
anp WISAN, J. M. Teacher's supplementary 
review for use with dentistry in public 
health (Book rev.) 292 
PENICILLIN 
Dreizen, Samuel, et al. In vitro studies on 
the protection of penicillin-sensitive oral 
acidogenic bacteria by yeasts present in hu- 
man saliva 150 Abstract 
REACTION TO 
Smircic, Petar. Staphylococcus enteritis as 
a consequence of antibiotic treatment: report 
of two cases 580 Abstract 
PENTOTHAL SODIUM 
See Anesthesia and anesthetics, 
thiopental sodium 
PERICEMENTITIS 
See Periodontal disease 
PERIODICALS 
Dentat: See Journalism, dental; 
dental 
PERIODONTAL DISEASE 
Dummett, C. O. Relation of periodontal dis- 
eases to public health 49 
Diet IN RELATION TO: See Diet and nutrition- 
periodontal conditions 
TREATMENT—SURGICAL 
Shapiro, Max. Reattachment operation: a con- 
servative procedure for elimination of perio- 
dontal pockets 657 
PERIODONTAL TISSUE 
Diseases: See Periodontal disease 
PERKINS, J. J. Principles and methods of sterili- 
zation (Book rev.) 290 
PERMEABILITY OF TEETH 
See Teeth—permeability 
PE %RY, H. T., JR. Muscular changes associated 
a temporomandibular joint dysfunction 


PETERSON, J. H. Named dental 
North Dakota 260 

PETERSON, J. K. ann JORDAN, W. A.: 
Jordan, W. A. 

PETERSON, SHAILER. Honored by Omicron 
Kappa Upsilon 713 
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general— 


Literature, 
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PEYTON, F. A. anp MORTELL, J. F., JR.: See 
Mortell, J. F., Jr. 

PFISTER-AMMENDE, MARIA. Geistige Hygiene: 
Forschung und Praxis (Mental hygiene: re- 
search and practice) (Book rev.) 139 

PHILADELPHIA COUNTY DENTAL SOCIETY 
Borish, A. L. Effective dental health care 
agency for a dental society 167 

PHILLIPS, P. T. Elected prepay dental plan di- 
rector 842 

PHILLIPS, R. W. Indiana researcher wins Chicago 
Dental Society award 406; Research on den- 
tal amalgam and its application in practice 
309 
anp SWARTZ, MARJORIE L. Effect of cer- 
tain restorative materials on solubility of 
enamel 623 

PHONETICS AND SPEECH DEFECTS 
Kessler, H. E. Phonetics in denture construc- 
tion 347 

PIGMAN, WARD. Some recent developments in 
the composition and physiology of human 
Saliva 469 

PINS 
See Fractures—jaws 

PLAQUES, DENTAL 
See Stains and plaques on teeth 

PLOTKIN, R.; FOSDICK, L. S. ann CLEMENT, 
A. J.: See Clement, A. J. 

POLYMYXIN 
See Antibiotics 

POSTPAYMENT PLANS 
See Economics—dental—postpayment plans 

POTTER, G. J. Management of medical and anes- 
thetic emergencies in oral surgery 435 Ab- 
stract 

PRACTICE, DENTAL 
Frank, V. H. Analysis of business procedures 
866 Abstract 
General practice: the foundation of dentistry 
(Ed.) 394 
1956 survey of dental practice. III. Income 
of dentists by type of practice, personnel em- 
ployed and length of work year 117; IV. 
professional expenses; auxiliary personnel 
284; V. Size of the dental office; insurance 
held by the dentist 385; VI. The dentist's 
work week and work year; certain office prac- 
tices 570; VII. Number of patients and pa- 
tient visits 691 correction 855; VIII. Dentist 
busyness 856 

FOR ILL AND AGED 
Kelner, Morris. Dental problem of the handi- 
capped child 673 
Nevada studies dental need of long-term pa- 
tient 837 
Three groups study dental care for chroni- 
cally ill 837 

PREPAYMENT DENTAL PLANS 
See Economics—dental—prepayment plans 

PRIMITIVE PEOPLES 

DENTAL CONDITIONS 
Davies, G. N. Dental conditions among the 
Polynesians of Pukapuka: II. The prevalence 
of periodontal disease 432 Abstract 

PROCAINE HYDROCHLORIDE 
See Anesthesia and anesthetics, 
caine hydrochloride 

PROCUREMENT AND ASSIGNMENT SERVICE 
See Selective Service Act 

PROPOXYCAINE 
See Anesthesia and anesthetics, 
poxycaine 

PROPRIETARY REMEDIES 
See Materia medica and 
subheadings 

PROSTHETIC DENTISTRY 
See Bridgework; Crowns; Dentures, etc. 


local—pro- 


local—pro- 


therapeutics and 
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PROTEIN 
See Diet and nutrition 
In TEETH: See Teeth—composition 
PSYCHOSOMATIC MEDICINE AND DENTISTRY 
Use of psychosomatics in dentistry ruled legal 
(Michigan) 547 
PUBLIC DENTAL EDUCATION 
See Education of public 
PUBLIC DENTAL SERVICE 
See Public health—dentistry; See also Clinics 
—dental; Community and school dental serv- 
ice; Education of public 
PUBLIC HEALTH 
Dummett, C. O. Relation of periodontal dis- 
eases to public health 49 
National Health Survey interviews start in 
May 837 
Dentistry: See also Community and school 
dental service; Public health programs—dental 
Gerrie, N. F. Grants-in-aid in federal-state 
dental public health program relationships 
182 
Kentucky dentists start child health care pro- 
gram 547 
Stone, J. W. Effective dental division in the 
public health department 173 
PUBLIC HEALTH PROGRAMS 
Dentat: See also Public health—dentistry 
Bierman, Pearl. Dental health care in public 
assistance programs 189 
Organized dental service programs (Ed.) 243 
Three societies join committee on health care 


99 
PUBLIC SCHOOL DENTISTRY 
See Community and school dental service 
PUBLICITY 
DENTAL 
April magazine carries story on toothpaste 
claims 554 
Editors say press is free on fluoridation re- 
porting 542 
Parade magazine carries fluoridation story 
722 
President Lyons reports on fluoridation (Ed.) 
701 
PULP 
CAPPING 
Jensen, J. R. Histologic comparison of two 
pulp capping agents 595 
CONSERVATION 
Berk, Harold. Preservation of the dental pulp 
in deep seated cavities 226 
NoDULES 
Johnson, P. L. and Bevelander, G. Histo- 
genesis and histochemistry of pulpal calcifi- 
cations 432 Abstract 
PATHOLOGY 
Vargas F., Fernando. Accommodation of nor- 
mal and pathologic pulp nerves 432 Abstract 
Srones: See —nodules, listed above 
PULPECTOMY 
See Root canal treatment 
PULPOTOMY 
See Pulp—capping 
PYORRHEA ALVEOLARIS 
See Periodontal disease 


R 
RADIATION 
BIoLocicaL errects: See Roentgen rays—danger 
from use 


RADIO BROADCASTS 
See Education, dental—radio broadcasts 
RAGHEB, H. S.; HUNT, H. R.; HOPPERT, C. A. 
anpd ROSEN, S.: See Rosen, S. 
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RANDLES. C. I1.; DODD, M. C. anp SHOCKLEY, 
T. E.: See Shockley, T. E. 

RANDOLPH, K. V. Named assistant dean of West 
Virginia University School of Dentistry 835 


portrait 
RATANAPHAISAL, C. News from Thailand 112 
RAVOCAINE 
See Anesthesia and anesthetics, local—pro- 
poxycaine 


REESE, R. W. You—savings bonds—and your in- 
come taxes 377 

RELIEF FOR DENTISTS 
Nearly $84,000 paid from relief funds, Coun- 
cil hears 402 
Relief Fund 92, 250, 830 

REMEDIES, Proprietary 
See Materia medica and therapeutics and 
subheadings 

RENFROE, E. W. anp BARBER, T. K.: See Bar- 
ber, T. K. 

RENFROW, L. H. Resigns from Selective Service 
841 

RESEARCH 

Cancer: See Cancer—control 

Denta.: See also Amer. Den. Assn.—Coun. Den. 
Res.; Education, dental—research 
Army dental unit approves 11 research proj- 
ects 723 
Association calls for NIDR building at Senate 
hearing 825 
Association testifies on need for NIDR build- 
ing 401 
Blayney, J. R. (Edited by) 
dental research 453 
Five research grants approved for Associa- 
tion 710 
Kutscher, A. H. Clinical research and the 
general dental practitioner 297 Abstract 
NIDR building needed now 539 
No funds for Institute of Dental Research 
building: penny-wise and pound-foolish 
(Ed.) 392 
$20,000 grant supports two year cleft palate 
program (New York Univ. Col. Den.) 720 
USPHS announces $269,809 in training grants 
100 

See Fellowships 

METHODS 
Russell, A. L. Clinical testing of dental caries 
preventives: a summary 275 

RESIDENCIES, DENTAL 
See Internships and residencies, dental 

RESINS 
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fornia faculty 724 portrait 

RING, C. E.; MUHLER, J. C. anp FISCHER, R. B.: 
See Fischer, R. B. 
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Anderson, O. W. Family dental costs and 
other personal health services: a nationwide 
survey 69 
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ical cyclopedia (Book rev.) 861 
TIC DOULOUREUX 
See Neuralgia—trigeminal; trifacial; tic dou- 
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TRYPTOPHANE 
Turner, Naomi C. and Anders, J. T. Dimethy]- 
aminobenzaldehyde as a measure for salivary 
“tryptophane” 150 Abstract 

TUMORS 
See also names of tumors 
Clark, H. B., Jr. Surgical treatment of benign 
hard tissue lesions of the oral cavity 296 Ab- 
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WESSELS, K. E. Dentist on Fulbright grant to 
teach in Australia 264 

WESTERN SOCIETY OF PERIODONTOLOGY 
Install officers 556 

WEYMAN, JOAN. Eruption of malposed tooth 
without surgical interference 239 

WHEATLEY, G. M. anp HALLOCK, GRACE T. 
Health observation of school children (Book 
rev.) 429 

WHITE, A. A. ann HESS, W. C. Phosphatase, 
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